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New Arrow Park plant of The Parker Pen Co., Janesville, Wisconsin. Archt.— John J. Flad 
& Son, Madison, Wisconsin; Contr.—T. S. Willis, Janesville, Wisconsin; Pozzolith Ready- 


Mixed Concrete supplied by Janesville Sand and Gravel Co., Janesville; Wisconsin 


Architect Employs POZZOLITH... 


To Improve Control of Concrete Quality... 


POZZOLITH...ivc Fray to 


Industrial and commercial buildings of all types...schools 

and hospitals...are among the outstanding structures built 

® lowest possible since 1932 in which Pozzolith has enabled engineering to 
unit water content* better control concrete quality. 


® close control of Architects and engineers employ Pozzolith with confidence 


entrained air... because: 


placing consistency... 1. proved performance...100 million cubic yards of 
rate of hardening concrete produced with Pozzolith for all types of jobs. 


’ 


2. applied know-how...over 70 skilled Master Builders 


@ reduced costs field technical men for product-use consultation. 


* For @ given set of materials end weter-coment 3. available everywhere...1000 ready-mix and job- 


ratio, unit water content (water required per cubic » 7 - - 
yard oP concrete) ic the most Importent besic site plants now producing concrete with Pozzolith. 


fact ffecting th lity of te. A.C.L, . 
Comentttce 613, 1944 Pr en a eat of Ask us to demonstrate the advantages of Pozzolith for your 


Reclamation’s current Concrete Manual, Page 130. project. 


AUN) TAS 


Subsidiary of American-Marietta Company 








Photos reveal 
superiority of 
Goodyear All-Vinyt 


* 


Free of large pits and voids White objects are tiny GOODYEAR ALL-VINYL 


grains of salt indi- 
cating degree of 
magnification. Shad- 
ow lines from salt 
crystals show same 

ene lighting conditions 
needs no additional prevailed in all three 


photographs. 


— Goodyear’s smoother, 
more dense surface 


protective finish 


ERE are actual photographs of the wearing 

H surfaces of Goodyear All-Vinyl and two other 
vinyl-type floorings—magnified 14 times. 
Goodyear’s vastly superior, naturally lustrous surface 
has unrivaled smoothness and density. As a result, no 
wax finish is required—maintenance of Goodyear All- 
Vinyl costs but a fraction of what is normally 
required for the upkeep of conventional flooring 
materials. 


The beauty of the sparkling range of 38 “Decorator 
Colors”—the long life, the freedom from care—make 
the selection of Goodyear All-Viny] an enduring testi- 
monial to the good judgment of the architect who 
writes Goodyear into the specs. 


Why not write for catalog and complete information? 
Address: Goodyear, Flooring Dept. H-8325, Akron 
16, Ohio. 


The Quality Is Remembered 
Long After The Price Is Forgotten VINYL ASBESTOS TYPE 


GOOD YEAR All-Vinjl 


Available in Tiles and full 45’-wide rolls—in both standard and Heavy-Duty Homogeneous gauges for walls, floors and counter tops. 
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for easier cleaning ... and access to fan and light 











The new Pryne tilting hood is function- For modern beauty and design— specify Pryne! 


ally designed for installation in new or @ Exclusive! A flick of the fingers and the hood tilts for 


existing cabinetry. Simplicity of instal- easy cleaning or removal! 
; : @ Exclusive! Angled corners allow cabinet doors to open 
lation reduces time and labor costs. ‘elicien Altes eahat 


5 vear service guarantee assures longer- Exclusive! No inside projections to catch dirt, 
dust, grease. 


lasting, trouble-free performance. Available in White Deluxe Enamel, Stainless Steel 
and Glazed Coppertone finishes. 


3 standard models for installation with new or 
a ee ee ee ee ee ee ee ee ee ee ee existing cabinets : 


P17 i #500 — with space-saving self-contained Blo-f. 
PRYNE & co., INC. an Pry-lite e © si o-fan 


BOX 698, POMONA, CALIF. #400 — requires only 4” of space for light and fan housing 
#300 — low-cost builders special with Aerofan and Pry-lite 


4 standard lengths; others available on special order. 


Bic eg ee ee 


rhymes with FINE 


Please send me additional information and specifications 
on the Pryne tilting hood. 
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According to latest estimates from U. S. Dep'ts. of Commerce and Labor, construc- 
tion spending will top last year's record by wider margin than previously expected. 
Gains in virtually all types of construction indicate annual rate of $41.8 billions—! 1°, 
above 1954. Increases of 30°/, in commercial outlays, 21°/, in private home building, 
8°, in industrial, and 4°/, in public construction are predicted. 


Resolution protesting alterations to historic East fagade of U. S. Capitol Building 
(WASHINGTON PERSPECTIVE July 1955 P/A) was unanimously approved at AIA Con- 
vention last month. Services of committee of distinguished architects—to aid Congress 
in finding adequate restaurant space—are also offered in resolution. 


Original documents of White Pine Series of Architectural Monographs have been 
presented to AIA Library in Washington, D. C., by the Weyerhaeuser Timber Founda- 
tion. Known as George F. Lindsay Collection of Early American Documents, the draw- 
ings and photos were edited by Russell F. Whitehead and published in part in “Pencil 
Points.” 


“ARCHITECTURE—U.S.A.," Ralph Myer's film report on contemporary architecture in 
America, now is available through AIA. Collection of 140 slides, with sound, may be 
presented before service groups, schools, and similar organizations. 


Hugh Stubbins, Jr., has been selected by AIA President's Committee to design U. S. 
exhibit in Berlin Building Exhibition, to be held from July through September, 1957. 


Producers’ Council is again sponsoring Caravan of Quality Building Products. Com- 
pletely new exhibit of building materials will begin touring 36 major marketing areas 
next month. 


Five leading architectural firms have been commissioned to design classrooms for 
SCHOOLROOM PROGRESS U.S.A. a traveling exhibit sponsored by The Henry Ford 
Museum and The Encyclopedia Americana to stimulate interest in better educa- 
tional facilities. Display of latest in modern-classroom design and schoolrooms of past 
century will tour 250 cities in two railroad cars. Architects selected were: Perkins & 
Will, Curtis & Davis, John Lyon Reid & Partners, John Carl Warnecke, and Smith, 
Powell & Morgridge. 


Honorary Doctor of Arts degree was awarded to R. Buckminster Fuller at University 
of Michigan. . . . University of Wisconsin gave honorary Doctor of Fine Arts to Frank 
Lloyd Wright. . . . Honorary Doctor of Laws degree was presented to Robert Moses 
at Pratt Institute. 


New York Chapter, AIA, is accepting applications for 1956 Arnold W. Brunner Scholar- 
ship—$2400 grant for advanced study in specialized field of architecture. Contact 
chapter office at 115 E. 40 St., New York 16, before November !5. . . . Several Ful- 
bright awards for 1956-57 academic year will remain open until October |, 1955. 
Lecturers in architectural design are needed in Copenhagen, Aachen, and Baghdad; 
opportunities for architectural research are available in Finland and Greece. 
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newsletter 


Frederick Gutheim Washington Perspective 


My friendship with Marshall Shaffer began in Chicago in the 
fall of 1933 when we met at a Hull House dinner for Sir Ray- 
mond Unwin. Shaffer was convalescing from tuberculosis of 
the eyes and was living at Hull House as a resident. Work 
on Neutra's Rush City had aroused his interest in planning 
and housing, and launched him in a sea of social-welfare 
speculation. | was fresh from Washington and the first six 
months of the New Deal, so we had much in common. There 
was never any question in my mind that his determination 
to become an architect originated in an idealistic desire to 
use that profession as a means toward greater service to 
humanity. (He had been educated and had practiced for 
several years as a mining engineer.) Shaffer was never a 
great designer, but had an unshakable conviction about the 
purposes of architecture, leadership and organizing ability, 
an understanding of shock appeal, a strong sense of method 
and a willingness to undertake arduous studies, and a pro- 
nounced bent toward practical things. 


These qualities were not especially desired in the architec- 
tural offices of the 1930s. The unconventional career Shaffer 
followed in the next few years led him to Washington, where 
he applied Neurath's “little men" to a WPA statistical 
drafting project, and did some mysterious work for Dave 
Williams’ housing programs; and to Pratt Institute as archi- 
tectural instructor, displaying unique teaching abilities. Be- 
fore he joined the U. S. Public Health Service in 1939, al- 
most by accident and certainly not as the result of formal 
selection, his architectural experience had been extremely 
limited. Dr. Mountain at USPHS did not expect him to de- 
sign hospitals. 


That gifted official saw ahead a vast Federal'y aided hos- 
pital building program, on the model of the Federal highway 
program, and appreciated Shaffer as a man with a belief in 
such a program and a capacity to promote it; and later on 
he recognized his abilities to formulate its architectural 
standards and criteria and to direct its architectural pro- 
gram. What deceptions and rationalizations he practiced 
to justify this appointment | can only imagine, but there is 
no question that Mountain knew what he wanted and what 
he was getting—an unconventional but dedicated man. 


So it happened that when the hospital demands of con- 
gested war production areas had to be met by some form 
of Federal action, USPHS was ready with the basic data 
that could be readily converted to design and construction 
standards. Before he started on the Hill-Burton program, 
which became his monument, Shaffer sharpened his 


4 Progressive Architecture 


tools on the wartime hospi- 
tal building program. And 
when the war ended USPHS 
was ready with its program 
enacted by Congress in 
1946. The Hill-Burton legis- 
lation (P.L. 725) was a mile- 
stone in Federal aid pro- 
grams, and a whole decade 
later only the National Sci- 
ence Foundation act de- 
serves to be compared with 
it. Federal aid proposals in 
school building, the arts, and other fields have been 
modelled on it. 


The law authorized surveys of hospital needs and the prep- 
aration of state building programs, described administrative 
procedures, and set program standards. The authority under 
which Shaffer operated was contained in two sentences 
authorizing the formulation of standards and requiring ap- 
proval of plans and specifications. The assurance of archi- 
tectural standards was provided chiefly by the Federal Hos- 
pital Council and equivalent state councils which, in effect, 
have reviewed and approved the program's regulations. 


These observations on Marshall Shaffer's career are not 
prompted by any desire to document or eulogize the man 
who at his death was the most significant architect in the 
Federal service. They are the result of a somber reflection 
on our incapacity to secure any continuity from one such 
creative individual to another. It is not to deprecate Shaf- 
fer's assistants or his successors to imply that they are un- 
able to carry on as he did. They know it better than anyone 
else. But they know, too, that within the structure of gov- 
ernment, with its continuing responsibilities, litHe attention 
is paid to building architectural careers of the special nature 
government work requires. Good architects drift from their 
pigeonholes, where there seems so little chance to advance 
and to develop one's abilities; or they tend to dry up, to 
lose their perspective, or to succumb to that dry dot of 
bureaucracy—timidity. We are failing to secure and keep 
in office the very men who are needed if the talent of 
private architects is to come to fruition in government work. 
Not efficient bureaucratic rubber stamping, or merely keep- 
ing out of the way of private architects, but executive and 
creative abilities of the first order are needed to sustain 
architectural programs from year to year at the political 
level. And we have not found the way to get them. 





Rolling Steel Doors 


Manually, Mechanically, or Electrically Operated 


No matter what your door requirements might be—loading dock opening, 
truck opening, railroad opening, firewall opening, or craneway opening— 
you will be better served by good, permanent, rolling steel doors. For 
real protection, long life, and convenient, time-saving operation, a power 
operated rolling steel door has no equal. No other type of door can 
match its compactness in operation . . . the vertical roll-up action of the 
door curtain occupies no usable space either inside or outside the opening 
—and there are no overhead tracks or other obstructions to interfere 
with material stacking or crane handling adjacent to door openings. 
Rolling steel doors sustain less damage, require less maintenance .. . their all- 
metal construction assures a lifetime of trouble-free service and provides 
maximum protection against intrusion and fire. When you select a rolling 
pa anes steel door, it will pay you to check specifications carefully . . . you will find 
OPERATOR extra-value features in Mahon Rolling Steel Doors—for instance, the gal- 
vanized steel material, from which the interlocking curtain slats are rolled, 
is BONDERIZED and DIP-COATED with synthetic enamel which is baked on 
at 350° F. prior to roll-forming. You will find other Mahon features in both 
design and materials that add up to a greater over-all dollar value. See 
Sweet's Files for complete information, or write for Mahon Catalog G-55. 


THE > oo BS8 8a COMPANY 


Detroit 34, Michigan « Chicago 4, Illinois « Representatives in all Principal Cities 


Z Manufacturers of Rolling Steel Doors, Grilles, and Automatic Closing Underwriters’ Labeled 
A . F Rolling Stee! Fire Doors and Fire Shutters; insulated Metal Wolls ond Wall Panels; Stee! Deck 


MAHON STANDARD 
POWER OPERATOR 920-P 


for Roofs and Partitions; Permanent Floor Forms, and Electrified Cel-Beam Floor Systems. 


: DOCK — 
NOS4 
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ROLLING STEEL DOORS, SHUTTERS AND GRILLES TO MEET EVERY REQUIREMENT 


Four Mohon Power Operated Rolling Steel Doors 
installed in a loading dock with mechanical 
floor levelers in each opening. A total of 
thirty-nine Mahon Rolling Steel Doors were 
installed in vorious types of openings in this 
new Sutherland Paper Co. Plant, Kalamazoo, Mich. 
Miller-Davis Co. Designers and Gen. Contrs. 
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A TYPICAL EXECUTIVE OFFICE— 
showing some of the more than 5,000 lineal 
feet of Mills continuous convector enclo- 
sures and custom bookcases used through- 
out the El Paso Natural Gas Co. building. 


Write for the informative 68-page 
Mills Movable Walls Catalog—or 
see itin Sweet’s Architectural File. 
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The El Paso Natural Gas Co., El Paso, Texas. Carroll and Daeuble, Architects 


Mills Movable Walls keep office layouts 
permanently efficient with Croce Control 


The El Paso Natural Gas Company promotes efficiency and 
morale in its new headquarters building by providing its em- 
ployees with pleasant, business-like surroundings and well de- 
signed offices. Space Control, assuring permanent efficiency of 
office layouts, has been achieved through the use of more than 
two miles of Mills Movable Walls to form these modern busi- 
ness interiors. Whenever changes in space requirements occur 
these walls can be rearranged to fit new layouts quickly, easily 
and at very low cost—usually overnight or during a week end. 
Fully insulated and soundproofed, Mills Walls are unexcelled 
in architectural design and structural stability—and they re- 
quire no maintenance whatever, except occasional washing to 
keep them looking always their efficient best. 


THE MILLS COMPANY, 929 Wayside Road, Cleveland 10, Ohio 


METAL WALLS 
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Washington Perspective by Frederick Gutheim 
Progress Preview 

Views 


Transportation Center: Philadelphia, Pennsylvania 
Vincent G. Kling, Architect 


Ford Central Office Building: Dearborn, Michigan 
Skidmore, Owings & Merrill, Architects 


Graphic Arts Co-operative Center: King of Prussia, Pa. 
Hugh Stubbins Associates, Architect: 


Apartment House: Nantes-Rezé, France 
Le Corbusier, Architect 


Experimental Shelter: Seattle, Washington 
Ted Bower, Designer 


It's the Law by Bernard Tomson 
$ Details by William Hurd Hillyer 
The Architect and His Consultants by Siegmund Spiea: 


Motel: New Orleans, Louisiana 
Charles R. Colbert, Architect-Planner 


Hotel: Philadelphia, Pennsylvania 
Perry, Shaw, Hepburn & Dean, Architect 


Apartments: Los Angeles, California 
Carl Louis Maston, Architect 


Public Housing: Stamford, Connecticut 
William F. R. Ballard, Architect 


Apartments: Dallas, Texas 
J. Herschel Fisher, Architect 


Urban Neighborhood Redevelopment: Detroit, Michigan 
Minoru Yamasaki, Oskar Stonorov, Victor Gruen, Architect 


Neighborhood Group: Rio de Janeiro 
Affonso Eduardo Reidy, Architect 


Materials and Methods Index: August |953 
Announcement: Annual P/A Design Awards Program 


Hi-Fi: Architectural Considerations 
By Howard Sterling and Groff Conklin 


High-Frequency Fluorescent: Union College Field House 
Fire-Alarm Systems, Part | by L. T. Chandler 

Spec Small Talk by Ben John Small 

Stair 

Fireplace 
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Apartment Interiors by Louise Sloane 


One-Room Apartment: New York, New York 
Felix Augenfeld, Architect 


Living Room: New York, New York 
David G. Whitcomb, Designer 


Dining Foyer: Now York, Now York 


Bertha Schaefer, Interior Designer 
Interior Design Products 
Manufacturers’ Literature 
Products 

Out of School by Car! Feiss 

Jobs and Men 

Advertisers’ Directory 

P.S. 
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Make this Test 


for Heat Flow 
in Buildings 


Try this experiment. Take a piece of multiple 
accordion aluminum. (We'll send you some sree 
samples.) Hold it very close to your cheek without 
touching. You'll be surprised! Notice how, in sec- 
onds, your cheek feels a glow of warmth. Why? 
Because the heat rays which are leaving your face 
(although without temperature), are being thrown 
back again at a 97° rate by this amazing insula- 
tion. Reflected to your cheek, the rays are now re- 
absorbed at a 90% rate and turned into heat. 


THE BiG THIEF 


The same thing happens in building spaces. This 
simple experiment illustrates an extremely impor- 
tant principle of heat flow. The greatest thief of 
fuel, of heat, and of comfort in buildings in winter, 
and of comfort and electricity for air-cooling in 
summer, is the flow of heat by Radiation. 


Put multiple sheets of prefabricated accordion 
aluminum insulation inside wall and roof spaces, 
and you bar the path of this thief. For multiple 
accordion aluminum throws back, with 97% reflec- 
tivity, the heat rays that strike its surfaces. It also 
retards, most effectively, the flow of heat by Con- 
vection, Conduction, and Vapor Flow. 


The tough aluminum sheets in multiple aluminum 
are almost completely impervious to water vapor, and 
are long and continuous. Infiltration under flat, 
stapled flanges is slight. 


Where multiple aluminum is used, fortuitous 
vapor and water (for instance rain) which intrude 
into wall and similar spaces, will gradually flow 
out as vapor through exterior walls and roofs as 
pressure develops within, because vapor flows from 
areas of greater to less density. The vapor cannot 
back up through the continuous, almost completely 
impervious aluminum, so it flows out because ex- 
terior walls and roofs have substantial permea- 
bility compared to aluminum, far greater than the 
required 5 to 1 ratio. 


For maximum uniform depth protection against 
heat loss and condensation formation, use edge-to- 
edge multiple aluminum,” each sheet of which auto- 
matically stretches from joist to joist. 

*Patent applied for. 
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How thermal losses can be reduced by successive 
sheets of metal and air layers is described in 
the booklet, “Insulating Effect of Successive Air 
Spaces Bounded by Bright Metallic Surfaces” pub- 
lished by the American Society of Heating and 
Air-Conditioning Engineers. This report is well 
worth reading. Obtain it free—Send the coupon. 


COST OF EDGE-TO-EDGE INFRA 
Multiple Aluminum Insulation 
installed in new construction between 
wood joists, material and labor 


Type 6-PS about 10¢ sq. ft. Type 4-PS about 8¢ sq. ft. 


Infra Insulation Inc., 525 Bway., N.Y.C. Dept. P. 8 


Please send [7] ASHAE booklet, “Insulating Effect.” 


NAME 


FIRM 


ADDRESS 





























prestressed lift-slab hospital 


Litchfield County Hospital in Winsted, 
Connecticut, to adjoin and eventually re- 
piace the present 50-year old structure, 
will be the first hospital designed by 
Sherwood, Mills & Smith, Stamford, Con- 
necticut Architects. It will also be the 
first multistory prestressed lift-slab struc- 
ture in this area. The new five-story 
building, housing operating, emergency, 
pediatric, obstetric, and general nursing 
facilities, will be joined to the existing 
hospital by a glass-enclosed corridor. 
During a second construction stage the 
old hospital will be rebuilt to provide 
out-patient departments and administra- 


tive facilities. The first new structure, in- 
dicated on the plan above, will consist 
of four-way cantilever floor slabs, com- 
bined with light screen walls on all four 
Rendering of south-west facade 
use of brick-faced 


sides, 
(above) 


wall at basement 


indicates 


cavity level. Upper 
stories employ metal spandrel panels and 
fixed or operating glass panels. The pent- 
house is faced with metal siding. This 
new method of erection should result in 
a saving of approximately $50,000 over 
conventional construction. Marchant & 
Minges of West Hartford, Connecticut, 


are the Engineers. 
Rendering: Vincent Furno 
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egional high school 


Ramapo High School, also designed by 
Sherwood, Mills & Smith, will serve the 
towns of Oakland, Franklin Lakes, and 
Wykoff, New Jersey. Fine views, prox- 
imity to an existing residential street, and 
the need for a large outdoor playground 
determined the placement of the building 
on the high northern part of the site. 
The floor levels of this one-story school 
closely follow the contours of the site— 
the only basement is on the east side 
where the land falls away sharply. 

“Heart” of the school is the student com- 
mons and the library. Grouped around 
this core are the classrooms for lan- 
guages, business education, social studies, 
science, home making, industrial arts, 
and music. Gymnasium and auditorium, 
each with a seating capacity of 750, are 
located so that they may also be used 
by the community without interfering 
with the school program. Garden courts 
have been introduced to separate the 
many activities, to provide an alternate 
passage between most elements of the 
plan, and to permit spacious outdoor ex- 
tensions for large gatherings. The struc- 
tural frame, based on a 6’ 8” module, 
will be of rectangular hollow steel beams, 
girders, and columns, forming continuous 
steel bents. Wherever possible, glazed 
partitions are used for a sense of open- 
ness. Partner-in-charge of this project 
is Thorne Sherwood; job captain, Gray 
Taylor; site consultant, Bryan Lynch; 
educational consultant, Dr. Walter Cock- 
ing. Mechanical Engineers are Muzzillo 
& Tizian; Structural Engineers, Fraioli, 


Rendering: Schwartz 


Blum & Yesselman. 





A WAYLITE SURFACE 


needs no 
acoustical 
treatment 


In addition, it has high thermal 
insulative qualities ... offers many 
decorative possibilities . . . it is 
low in cost ... fire-safe 


A large number of schools are being built these days of 
Waylite concrete masonry units. 

The fact that the exposed surface of Waylite is one of 
the most efficient acoustical treatments known is in part 
responsible. Rooms that are comfortable to the ear are 
equally important in churches, auditoriums, offices, 
and many other structures. 

Exposed Waylite is not only comfortable to the ear, 
but it is pleasing to the eye. The unit patterns shown 
give some idea of the varied decorative effects that can 
be easily achieved. The natv.al surface of Waylite units 
is attractive in color and texture. Units may be painted— 
or pigmented during manufacture. 

Waylite concrete masonry units are structurally adequate 
and give a combination of four important factors: (1) high 
thermal insulative qualities; (2) excellent acoustical values; 
(3) a wide range of decorative possibilities; 

(4) low in cost—and fire-safe. 

You will find 24 pages of engineering data on Waylite 
in Sweet's Catalog. Additional information is available 
on request. Address the Waylite Company, 

20 North Wacker Drive, Chicago, Illinois 
or Box 30, Bethlehem, Pennsylvania. 
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Lutheran church 


The first award for churches under con- 
struction or definitely commissioned, was 
recently given to Grace Lutheran Church, 
Teaneck, New Jersey, by the Church 
Architectural Guild of America. Paul 
Schweikher, New Haven, Connecticut 
Architect (also chairman of the Depart- 
ment of Architecture, Yale), and his As- 
sociates Earl P. Carlin and Roy Harrover 
submitted this design. To create a sepa- 
rate cloistered environment within walls, 
and an atmosphere not unlike that found 
in medieval monasteries, all of the func- 
tions of this church have been provided 
for within a large rectangular enclosure. 
The elements—a main sanctuary, a 
smaller chapel, a school with gymnasium 
and cafeteria—are divided from each 
other by interior courtyards. These open- 
ings not only segregate various activities, 
and provide pleasant vistas, again remi- 
niscent of early church traditions; they 
also permit construction of 52,000 sq ft 


building complex in stages. Since each 


unit is complete in itself, the usual trun- 
cated appearance of partly finished work, 
during the course of construction, is 
averted. For the structural frame the 
architects have chosen exposed concrete, 
combined with curtain walls of masonry, 
glass, or metal panels. Cylindrical inter- 
secting vaults over the main sanctuary 
will also be of concrete. The estimated 
cost of the project is approximately $1 
million. 
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marble __. 


Architects, St. Lovis 
used in profusion... at little cost 














Writes Architect G. J. Maguvolo: “It seems quite surprising, 
in view of the profuse use of marble throughout, that the 
entire marble installation in St. John’s Hospital was but 1.4% 
of the total construction cost of this building. That, however, 
is not the entire story, for aside from the beauty and durability 
of the material there is an all-important factor — marble’s 
minimum annual maintenance — a point which all of our 
clients have been quick to understand and appreciate.” 












For more complete data on the basic economy of marble write: 





ARBLE [st ITUTE OF America, INC. 


106 FORSTER AVENUE. MOUNT VERNON. NEW YORK 
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FLOORIN G! 


The smartest new style it Site i is sure to please your 
most discriminating clients! 


Throughout the country, decorators, homeowners and builders 
are cheering the smart,aew style of MATICO Confetti Tile Floor- 
ing. Available in 10%beautiful colofsy Confetti goes perfectly 
with any decor.6p style of architéefure .. . is reinforced with 
polystyrengiptastic for great, vrability and resiliency. 
Dsts no more than regular asphalt tile . . . yet offers 
all the outstanding advantages that have made asphalt tile 
desirable for so many installations. Be sure to consider Confetti 
for your next project .4. you can specify it for use on, above 
or below grade. 
is 
MASLIGUFILE CORPORATION OF AMERICA 
Joliet, Ill. * Long Beach, Calif. * Newburgh, N. Y. 


Mfrs. of: Confetti + Aristoflex « Porquetry * Maticork * Asphalt Tile * Cork Tile * Plastic Wall Tile 














detail analysis 


Dear Editor: Please refer to page 137 of 
March 1955 P/A. Several elements of 
the details seem less satisfactory than 
they might be. 

1. Sloping cuts of the cantilevered 
members look well, and have been used 
much lately. The principal objection is 
that the bottom edge of the web is in 
compression and is very inefficient. Par- 
ticularly the notch at the sash is very dis- 
ruptive, as it invites serious concentra- 
tion of stress even with light loading. A 
straight cut with a lightly but continu- 
ously welded flange would be much more 
effective. 

2. The 


troublesome to make and interrupts the 


jump in the top flange is 
bedding of the deck as well. 

3. The spacing of bends is not indi- 
cated, but for any distance the 6112.5 
(least r= .72) would not be as strong as 
a 6B12 r= .90). 


might look better and would shrink and 


(least A wood strut 
swell with the deck. 

4. The roof curb is very low and would 
invite leaks. 

5. Streaking of the soffit of the up- 
sweeping overhang seems inevitable with- 
out a deep drip-edge at the fascia. A 
three-foot overhang is certainly a minor 
matter, but greater extensions are invit- 
ing. 

Engineers are a serious nuisance to 
architects, I know. RALPH E. BRADDON 

Cleveland, Ohio 


Dear Editor: 
swer to the statements made by Braddon: 


The following is our an- 


1. The objection raised to the sloping 
cut on the cantilevered members is per- 
fectly true, however, since the stress at 
the bottom (compression) edge of the re- 
sultant “T” is only 9.35 KSI when the 
full depth of section is taken into account 
and also because the stress in the “T” is 
not in excess of 20 KSI when calculated 
in accordance with AISC Specifications 
(Section 18, Paragraph c), the additional 
expense of welding a sloping bottom 
flange on the beam to produce a theoret- 


ically more efficient section is not jus- 
tified. The sloping cuts on the canti- 
levered beams were not made for the pur- 
pose of obtaining the implied cliche; 
they were so cut to maintain a maximum 
head room in the corridors while keeping 
the total height of the building to a min 
imum, thus resulting in a more econom 
ical job. 

2. The “jump” in the top flange of th: 
beam, although somewhat troublesome to 
make, was necessitated by the continuous 
stock windows. It was more economical 
to “jump” the beam than to place specia! 
windows fitted to each side of the beam 
or to place a metal closer at each beam 

3. In California all school buildings 
are designed for seismic loads and this 
strut is designed to act in a series of 
portals to resist the longitudinal seismic 
loads. 


of making a moment connection with a 


It is utterly fantastic to think 


wood beam. (Incidentally, the connection 
The 
reason a 6112.5 was chosen was that the 
Kaiser Steel Mill in California rolls this 


beam and it is cheaper and more readil) 


shown was not the same as built.) 


available than a 6B12 imported from the 
east, so the local steel fabricators in- 
formed us. 

4. The writer in making this criticism 
does not realize that this building has 
been in use about 34% years without any 
leaks and that the average rainfall for 
(There 
is no snow condition to worry about.) 


this area is about 8 or 9 inches. 


5. Again there is not any streaking 
of the soffit in 3% years. 
attention is invited to the fact that this 


The writer's 


is an economical job and the roof was 
extended out only far enough to shade 
the skylight sash from the sun. 

This office does not regard engineers 
as “a serious nuisance to architects,” as 
we know that a complete synthesis is 
not possible for a working whole without 
the engineers’ knowledge and ability. 
Designing a building is not a separate 
series of acts but an integration of re- 
lated thinking and feeling. Architecture 
cannot be broken up into separate en- 





pja views 





must be a 
Braddon 


_a broader view. 


tity for design, but design 


synthesis o} related matter. 
should keep in mind . . 
ROBERT C. KAESTNER 


Visalia, Calif 


letters to the schoolmaster 
Dear Carl Feiss: 


thoroughly enjoyed OUT OF SCHOOL a pair 


As a teacher, I have 


of years past. As a student, I have found 
much of instruction for myself there. 

Now I take pen in hand (purely alle- 
gorical, since the typewriter is my only 
means of written communication other 
than engineering lettering) to comment 
on the first paragraphs of your column in 
February 1955 P/A. 

The Supreme Court decision and your 
comments thereon are dear to my heart. 
As an engineer, I have been a misfit 
among my contemporaries, for I firmly 
believe that thin.,s are subordinate to 
The 


road, or building is to serve people 


people. function of a machine, a 
and 
to serve people, that design must be of 
pleasing appearance to those who see it 
and not exacting upon the physique of 
those who would use it. The design of 
any thing must be sited to people in all 
respects, including the esthetic. This | 
have attempted to impart to my students, 
for development of personality and talent 
must be development of the whole man. 
The architect or engineer who is able to 
design only for function, without regard 
for esthetic appeal, is reflected by the 
city with a beautiful modern business dis- 
trict surrounded by slovenly tenements. 
Some would say that this viewpoint is 
more that of the architect than of the en- 
But I find 


faulty as engineers 


gineer. architects to be as 
too many ascribing 
beauty to that which is merely “differ- 
ent.” 

Returning to the Supreme Court, the 
thesis of the decision was most admirably 
expounded about two years ago in a ser- 
mon by the Rev. Robert C. Howe of First 
Methodist Church, Pittsburgh, Pa. Com. 

(Continued on page 16) 
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menting upon the rehabilitation of the 

Golden Triangle, he said, “The places 

where men sleep, eat, and spend their 

leisure time are of as great importance as 
the places where they work.” 

THOBURN F, PETERSON 

Assist. Professor, Engineering Drawing 

University of North Dakota 

Grand Forks, N. Dak. 


Dear Carl Feiss: It has come as a great 
surprise to me that with the extensive 
educational facilities devoted to architec- 
ture in this country, there seems to be 
almost no part of these aimed toward the 
further education of the practicing archi- 
tect. I have written to several universi- 
ties on this matter and with the exception 
of one (the University of Florida), there 
has not been forthcoming the slightest 
spark of interest or encouragement. 


From your articles in P/A it would 


Peaious Minies Now/ 


FOR YEARS OF FUTURE SERVICE 


Here, in our quality-control laboratory, an important 
routine check is being made to pre-determine thermostat 
efficiency. It is but one of many constant tests, using the 
very latest equipment, which assure that the various com- 
ponents of a Halsey Taylor Cooler meet the high stand- 
ards of quality and performance we have established. 

That's why architects and schoolboard officials recog- 
nize the valve of specifying Halsey Taylor, for coolers 


or fountains. 


Write for catalog or see SWEET'S 


THE HALSEY W. TAYLOR CO., Warren, O. 
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HALSEY TAYLOR 


appear that you are the authority on this 
subject. I should like to put my problem 
before you in the hope that you may have 
a suggestion to offer. 

My background is as follows: limited 
higher education consisting of two years 
of junior college, a year of painting and 
two years of evening school in architec- 
ture; extensive experience since 1940 in 
leading offices in New York and Florida; 
registered by examination in Florida in 
1952 and certified by NCARB this year. 
Moderately successful practice in my own 
office since 1952 consisting of residences, 
development houses, stores, apartments, 
a chapel, a clinic, a restaurant. 

Strangely, the thing that is separating 
me from architecture is the practice there- 
of. Daily association with businessmen 
who consider the architect as a trade to 
be bargained with and directed, monthly 
meetings with architects who advise that 


‘ 


modern architecture “can’t last”—these 
do more to harm than experience with 
clients, contracts, and materials does 
good. I require intimate association with 
trading of ideas with men striving toward 
an esthetic ideal. Perhaps I need to trade 
some of my practical experience for the 
bright impossibilities of the undergradu- 
ates. Mostly I require the guidance of 
men unquestionably my superior in vision 
and technique. 

The course I seek should cover a month 
in the summer or fall of each year. It 
should be without credit, marks, attend- 
ance records, or formality. It should con- 
sist of design problems related to normal 
practice, given at a rate of at least three 
per week, plus lectures or demonstrations 
pertaining to esthetic concepts and pres- 
entation techniques. Criticism should be 
given in group seminars and should con- 
cern itself equally with planning, archi- 
tectural beauty, and presentation. In 
short this course should help to improve 
the everyday architecture of the average 
practitioner and give him a tool to sell 
this better architecture to his average 
client. 

It may be that, having found such a 
curriculum, I shall be unable to attend 
due to pressure of work or, if the present 
picture persists, infirmity of age. How- 
ever, it would be comforting to know that 
the responsibilities of practice will not 
condemn me to eternal mediocrity. 

EDMOND A. PACHNER 


Palm Beach, Fla. 





POMONA TILE 








nothing's more violent than a tea party! 


Seorching utensils, acids, rough abrasions, anythi: 


ordinary hard surfaces has no effect on Pomona T 


Perma-glaze deck tile. Fused by an exclusive Pom¢ 


Perma-glaze has flint-like hardness. That is why tl 
kettle and potent lemon juice acid prove harmless 
jewel-like surface. Note the smart, new 6” by 4 


Pomona’s textured Sun Yellow Perma-glaze. To gu 


client satisfaction, specify Pomona “Space-Rite”’ til 


Write for free catalog with actual tile sample s of ful 


POMONA TILE MANUFACTURING CO. 
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Parkland Union Junior-Senior High School. Architects: H. F. Everett and Associates, Allentown, 
Pa.; General Contractor: William Doall, Inc., Bangor, Pa.; Structural Steel Erection: Bethlehem 
Contracting Co., Bethlehem, Pa.; Stee! Joist Erection: Posh Construction Co., also of Bethlehem. 


NEW RURAL SCHOOL IN PENNSYLVANIA 
OFFERS MANY SPECIAL FACILITIES 


Parkland Union Junior-Senior High School in Lehigh 
County, north of Allentown, Pa., is a new 2,905,000 
cu ft steel and brick building with remarkably com- 
plete facilities. Built to serve nearly 1400 students 
from the surrounding rural communities, the school 
is situated on a plot of 88 acres. 

Besides classrooms, library, gymnasium, pool, audi- 
torium and cafeteria there are many special facilities. 
These include a complete print shop and photographic 
darkroom; a ceramics workroom; band and chorus 
practice rooms and a soundproof instrument-practice 
room; wood, metal and agricultural work and class- 
rooms; a complete “family life’’ center, and fully 
equipped medical and dental examination rooms. 


Here, as in so many of today’s new schools, the 
planners wanted spacious and up-to-date facilities, 
housed in a structure of strength and durability. For 
this reason the school building was framed with struc- 
tural steel, with Bethlehem Open-Web Steel Joists 
spanning rooms and hallways to provide rigid, non- 
warping construction, without the need for interior 
supporting columns. 

In addition, the use of Bethlehem Joists also facil- 
itated the installation of ducts and recessed lighting, 
because wires and conduits could be run right through 
the open webs. And in combination with the brick 
and concrete exterior of the bui'ding, Bethlehem 
Open-Web Steel Joists provide maximum fire-safety. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by Bethlehem Pacific Coast 
Stee! Corporation. Export Distributor: Bethlehem Steel Export Corporation 


BETHLEHEM OPEN-WEB STEEL JOISTS 
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elections 


Harvarp GrRapUATE ScHOOL oF DESIGN 
ASSOCIATION, recently formed to act as 
liaison between Harvard and its gradu- 
ates in Architecture, City Pianning, and 
Landscape Architecture, announces elec- 
tion of the following officers: President, 
Ropert A. Litre, Cleveland; Vice- 
Presidents, Garret Eckeo, Los Angeles, 
Rosert Geppes, Philadelphia; Secretary, 
James L. Harris, Cambridge; Treasurer, 
Joseru P. Ricwarpson, Boston; Alumni 


Director, CHAarLes W. Eviot, Cambridge. 


Lewis G. Apams has been elected to a 
second term as President of the ARCHI- 
TECTURAL Leacue or New York. Vice- 
Presidents elected are: Lumen M. Win- 
TER, Painting; Motssaye Marans, Sculp- 
ture; Wotcott E. Anprews, Landscape 
Architecture; Haroto Bartos, Design 
and Craftsmanship; Joun G. Skipmore, 
and Waker O. CAIN, 
FERDINAND EISEMAN was 
Henry C. Enrpet, 


Engineering; 
Architecture. 
elected Secretary; 
Treasurer. 


awards 
RicHarp VRooMAN, Assistant Professor 
of Architecture, AGRICULTURAL AND ME- 
CHANICAL COoLLEcE oF TEXAS, was 
awarded First Prize in a recent competi- 
tion to select an architect to design and 
supervise construction of a nondenomina- 
tional chapel on the campus of that col- 


lege. 


At the first annua) Civic Pripe Luncn- 
EON, sponsored by CHICAGO ASSOCIATION 
or ComMMERCE AND INpUsTRY and CuHI- 
caco Cuapter, AIA, held in Chicago on 
April 12, Alexander Hamilton monument 
in Lincoln Park (Architects Marx, FLINT 
& Scuonne) and 18 buildings were cited 
as outstanding architectural contribu- 
tions to a new Chicago. Honor Awards 
Patrick’s High School 
(Architects Betti & Bett): 
Administration Research Hospital (Arch- 
itects Scumipt, Garpen & Erikson); 
Market MITTEL- 
susHER & TourTELOT); Sawyer Biscuit 


went to: St. 


Veterans 


Village (Architects 
Co. factory and Lake Meadows Apart- 
ments (Architects Skipmore, Owines & 
Merritt); American Bar Center (Archi- 
tects Hotasirnp & Root & Burcee). 
Honor awards for superior craftsman- 
ship in the building trades allied to archi- 


tecture went to: Woopwork Corp. oF 


America: HARTMANN-SANDERS; Rippel 


ARCHITECTURAL Metats; HAGERSTSROM 


MeTALcRAFT Stupio; AMERICAN TERRA 


Corra Corp. 


new course set up 
CotumBia University School of Archi- 
tecture has set up a graduate program 


leading to the degree Master of Science in 


notices 





Architecture. The course, which will be 


conducted by the faculties of the school 
and University, and 22 professional con- 
sultants, requires one year of residence 
and is open to graduates holding degrees 
of Bachelor of Architecture or equivalent. 
Applications should be made as early as 
possible. 


(Continued on page 20) 
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TILES 


DIRECT ADHESIVE 
ROMANY TILE SETTING 


Direct adhesive ROMANY tile setting 
makes possible the difference of 7/16" 


wall thickness from rough block to fin- 
ished tile, as opposed to approxi- 
mately 1-1/2”. This space saving, ap- 
plied to a long school corridor 
becomes a very interesting item. 
Even when figured in terms of an 
average classroom, say 20 x 30 ft., 
the area saving amounts to about 
8-3/4 sq. ft., a saving which can 
be applied to additional floor 
space or to reduce high cubic 
foot costs in school work. 





corridor 


_—. jp ehserlaat 














— or cem. 
adhesive 
ceramic tile 
56" Base 
(Romany) Floor 
slab = 





schoo) partition wall 





Every Architect should have our 
Sample Tile Chart No. 15. it's free. 


ORITED STATES CERAMEC TELE COMPARY 





Member: Tile Council of America and Producers’ Council, Inc. 


217-G FOURTH ST., N.E., CANTON 2, OHIO 
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new partnerships 
Srepuen F. Voornees, Rarpn T. 
Waker, Perry Coke Situ, and Ben- 
JAMIN LaNe SIH, upon retirement of 
Max H. Fo.ey, announce the formation 
of a partnership under the name of Voor- 
HeES, WALKER, SmitH & SMITH (as suc- 
VoorHEES, WALKER, 


The new firm also an- 


cessor to firm of 
Fo.ey & SmirH) 

nounces the association of Maurice Gav- 
rHier, JosepH L. Hautman, Harry Tay- 
Lor GHERARDI, L. Maccui, 
Cuarces Haines, Cartton P. Roserts, 


CHARLES 


and Frank J. Roorpa as Junior Part- 
ners; and JAmMes J. Buckripce, Comp- 


troller. 


Freperick E. Emmons, Artuur B, GaL- 
DoucLas A. Quincy 
Maynarp Lynpon, Joun Rex, 
Soriano have formed 


LION, HONNOLD, 
JONES, 
and RapHAeL S. 
the firm of Proyecr Arcuitects, Suite 
1007, 3460 Wilshire Blvd., Los Angeles 5, 


Calif. 


business notices 
Jounson Service Company, Milwaukee, 
Wis., 


perature 


manufacturers of automatic tem- 


control systems, announces 
opening of new branch offices at Akron, 
Ohio; Mobile, Ala.; New Haven, Conn.; 
Sacramento, Calif.; Springfield, Mass.; 
Fla.; Wilkes-Barre, Pa.; 


Youngstown, Ohio. 


Tampa, and 


ALLIED MASONRY 
The 
Council supporters include STRUCTURAL 
CLay Propucts Instirute, Marsie IN- 


Formation of THE 


CouNCIL was announced March 30. 


STITUTE OF AMERICA, Burtpiné Stone IN- 
STITUTE, INDIANA Limestone INsTITUTE, 
Mason ContTRACTORS ASSOCIATION OF 
America, and BricKLayers, MASsons and 
PLASTERERS INTERNATIONAL UNION OF 


America. AFL. 


P/A congratulates 
W. C. Jones, manager of Heat Transfer 
Section, WestinGHousE ELectric Corpo. 
RATION, newly elected President of the 
HEATING AND Coo.ine Cor MaAnurac- 
rURERS’ ASSOCIATION; and L. A. CHILDs, 
assistant to the president of AEROFIN 


CorPORATION, newly elected Vice-Presi- 


dent of the Association. 
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R. C. Manon and Watter F. Sueetz, re- 
cently elected Chairman and President 
respectively of R. C. Manon Company, 
Detroit, Mich. 


Georce C. SMITH, recently appointed 
representative for THE 
MANUFACTURING Com- 


architectural 
Puiie CAREY 
PANY, greater New York area. 





R. F. Barker, recently appointed Gen- 
eral Manager of Planning, glass manu- 
facturing division, PitrspurcH PLATE 
Grass Company, Pittsburgh, Pa. 


W. A. Marueson, Jr., newly appointed 
Vice-President for Sales and Director. 
MaMMorTH Furnace Company, St. Paul, 


Minn. 


CONSTRUCTION DETAILS 


for LCN Overhead Concealed Door Cioser Shown on Opposite Page 
The LCN Series 200 Closer’s Main Points: 
1. Efficient, full rack-and-pinion, two-speed control 


of the door 


hinges, etc. 





Mechanism entirely concealed; arm disappears into 
door stop on closing 

Hydraulic back-check prevents door’s being thrown 
open violently to damage walls, furniture, door, 


Hold-open (optional) set at any one of following 
points: 85°, 90°, 100° or 110° 

Easy to regulate without removing any part 

Used with either wood or metal doors and frames. 


Complete Catalog on Request— 
or See Sweet's 1955, Sec. 17e 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 


No Obligation 
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LCN CLOSERS, INC, PRINCETON, ILLINOIS . 
Construction Details on Opposité Page 
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Mississippi Wire Glass Helps Protect Buildings Against Tragic, Costly Fires 


When fire utterly gutted this building, it was unable to spread to the neighboring structure because 
Mississippi Wire glass windows, in metal frames, efficiently prevented windblown sparks and searing 
heat from reaching the interior. For though cracked by heat or smashed by a blow, wire glass 
tends to remain in the opening . . . continues to offer utmost protection at minimum cost. 


And these same properties enable Mississippi Wire Glass (Approved Fire Retardant No. 32) to 
help bottle up fires and prevent them from roaring into a costly tragedy like that above. 


Mississippi Wire Glass ho; saved many lives and millions of dollars’ worth of property from fiery 
destruction. It is recommended for installation in windows, skylights, partitions, doors and in all 
other vulnerable locations where fire or breakage protection with daylighting is desired. 


Fence out fire. Specify Mississippi Wire Glass 

the original wire glass upon which the 
Underwriter’s Standard was based the 
standard today by which all others are 
judged. Available in hexagonal or Misco 
wire mesh in types for clear vision or diffu- 


sion, wherever quality glass is-sold 


Hammered Misco Smooth Rough Misco Polished Misco 
Wire Glass Wire Glass Wire 


Send today for free literature. Address Dept. 8. ~ 


MISSISSIPPI (ass ComPAnY 


88 ANGELICA ST. : SAINT LOUIS 7, MO. 


NEW YORK « CHICAGO . " FULLERTON, CALIFORNIA 


e 4 
ter 


WORLD'S LARGEST MANUFACTURER OF ROLLED, FIGURED AND WIRE GLASS 


22 Progressive Architecture 
































PLAST ES ON 
METAL LAT 
fu» 
ae TINS QUALITY 


ENUINE ECONO WS 
a 


PRACTICALLY livis E6VIOLS TO JrlE FORCES 
OF DEsIRlCOn PIAA | 5I5 FIRE, SOLND, 
SHOCS AND EX7LOSION 


FE33 FREZVOWI OF DESISN, SAYING 
SPASE AND EXCEPTIONAL JIRENSI=I 


oa 


‘SrlZ FOLLOVING PASSES DIRSSS YOUR ATIZNION JO Irlz 
) LAT ore9 ADVANTAGES =% oO 7 sAZTAL LNtr © fo; md. We wor 


ETM PAT UA IUR AG TUES ASSOGIAT I 
Yar 


AND }-5, Ohio 


ay 
“ae , 
at 











SBNGINZ3R5 SUlLUIG + C13 


™~ - 


~~ 
SSE SS 














end 







. 
~ 
rv 


4 i ’ . 


) | _S Hl cI : “a 


| ‘es om 
pi a: ie 


J th<y 








, 





: 
: 
: 


pm 





nxt 


7 — 





I a 








4 
; . 
: eZ 
Sas She rag 
n> 7 
6 PL Ses vi} 
> oF € r | 
SEe Bee | 3 
‘ 
| me Se 
& tie + 
a 
- 


tt eT 


ap being applied to Alabama Studiess Partition in the Herman E. Perry 
Georgia. (198 buildings — 1,000 apartment units 






Aiapama studiess partitions 
cut costs three ways 


Full scale laboratory tests have proved the quality construc- 
tion of metal lath and plaster 2” solid partitions. Experience 
has proved they offer these economic advantages: 

1. Reduced material and lower erection costs because studs are 
eliminated. 

2. The 2” thickness saves one square foot of usable floor area for 
every four running feet of partition, when compared with con- 
ventional-thickness partitions . . . provides more rental area, 
brings greater investment return. 

3. The reinforced 2” studless partition is highly crack resistant, 
withstands temperature and structural stresses, keeps mainte- 
nance costs low. Decorating is easier and therefore less expensive. 
In addition Alabama Studless Partitions effectively protect 
against fire for one hour, resist the transmission of sound and 
stand up exceptionally well against impact. 


Write for complete information 


A.AsAmA 


METAL LATH COMPANY 


P. O. Box 992 ° Birmingham, Alabama 
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Specify Flaster on Meta 











Quarter Round 
Ne.se With Short Flange 


Quarter Round with 
Expanded Metal Flange 





‘ae 


Square Casing 


Square Casing with 
we.rg With Short Flange 


Expanded Metal Flange 








Modified Square 
| we. xe With Short Flange 


Modified Square with 
Expanded Metal Flange 





door and window casings 
mean savings of more than 50% 
You get better looking, longer lasting building interiors . . . at 
less than half the cost of other wall opening finishes . . . when 
you specify Bostwick Door and Window Casings. Only one 
installation operation is required because these casings provide 
both screeds and trim. 


For Smart, Modern interiors 

The simple beauty of Bostwick Casings harmonize with all 
types of interior decoration. They assure a neat, good-looking 
installation on doors, windows and other openings . . . actually 
make rooms look larger. 


Straight and True 

Bostwick Casings are uniform and straight, permit perfect 
corner miters. The formed, pre-punched nailing flange insures 
a tight fit against the frame of openings. They are easily dec- 
orated and cannot crack, splinter, chip, warp or burn. 


Write for samples and literature. 


THE BOSTWICK STEEL LATH CO. 
101 HEATON AVENUE, NILES, OHIO 





Lasting Quality ana Genuine Economy 
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In construction products 


CECO ENGINEERING | 
makes the big difference 
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SUSPENDED CEILING WITH MACHINE-APPLIED PLASTER — Scratch coat as well as brown coat 
can be successfully applied to Ceco Metal Lath, as demonstrated by this plasterer at the San 
Mateo County Community Hospital, San Mateo, California (Architects: Stone and Mulloy; General 
Contractor: Robert E. McKee Company; Lathing Contractor: Jack Dymond Lathing Corporation; 
Plastering Contractor: E. E. Parker, Inc.). 
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CECO Diamond Mesh Metal Lath 


~ » 


WV orld’s finest 
firesafe ceilings 
proved by test of time 


CECO v%” Flat Rib Lath 
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METAL LATH 
PRODUCTS 


1%" concrete fill 
-~mortar underbed 


a New Methods 
: Cut Costs in 
cau va Fireproofing 
| Cellular 
Steel Floors 





fireproof membrane — smalmesh lath— a | 





Detail shows membrane fireproofing with Milcor lath suspended 
from Milcor CELLUFLOR. 





Specify Flaster on Metal Lath for 








Machine-application of plaster to metal 
lath marks dramatic progress in membrane 
fireproofing 


In recent years the use of cellular steel floors has estab- 
lished a new concept of electrical flexibility, as well as 
erection and maintenance economies in modern buildings. 

Now the increasing use and a of the plaster- 
me machine is proving to be another revolutionary de- 
velopment in the industry. The application by machine 
of scratch, brown and finish coats of plaster to metal 
lath is thoroughly practical. Savings in time and cost are 
substantial. 

Membrane fireproofing of cellular steel floors by ma- 
chine application of plaster over metal lath affords the 
advantages of practical fire protection in combination 
with important cost-reducing factors. Together these 
developments make one of the building industry’s most 
interesting stories. 

Write for Catalogs on Milcor Metal Lath Products 
and Milcor Celluflor, also for Bulletins on Membrane 
Fireproofing and Machine Application of Plaster. 


Sein 
INLAND>STEEL PRODUCTS COMPANY 
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4069 WEST BURNHAM STREET © MILWAUKEE 1, WISCONSIN 


Lasting Quality and Genuine Economy 








Build better with 


Gold Bond 


Building Products 





TECHNICAL DETAILS 


STUB NAM or BRAWL ove ~~) 
1» oftech Gold bond 
7” Type uener 


GOW BOND DIAMOND —— — < 
MESH METAL LATH 


STANDARD %” GOLD BOND — — --@ 
COLD ROLLED CHANNEL STUDS 
See Specifications toro ¢ spocing 


2” SOUD GOLD BOND PLASTER — 





Secwe Geld Band Metal Leth — — 
to Channel Studs every 6” with 
No. 18 Ge wire fies 


DOUBLE WING 


GOW 8OND -—- — -— 
SAse Cur \ 


GOW BOND — — 
FLUSH METAL BASE 
2”" end 3” Bove sizes \ 














a 
Interior and extervor corners eouly cut —) 

A ond formed at the site during erechon 

\L — — — Shide Splice Plote into end of one Metal Base to 
center line of Plate then sido next prece of 


—— 


my 

! Meto! Bore over extended portion of Plate 

-— ‘ | vat! Bases ore hight 
STUB NAILS or RAWL DRIVES — ' 
u 


Yor Mowe otto: Ament ~ CHANNEL STUDS set into Clip slot 


Perspective of 2" Solid Plaster Partition 


Showing Asvembiy With Cold Band Flush Type Metal Base 





Save money from 


2” solid metal 


Four separate parts, easily combined, form the basic framework for the 2-inch 
solid partition assembly: A) Gold Bond ‘‘Z’’ Ceiling Runner; B) Gold Bond 
Channel Studs; C) Gold Bond Me‘al Base; D) Gold Bond Metal Base Clip 











Gold Bond 2” Solid Metal Lath 
and Plaster Partition System 


Gold Bond 2-inch Solid Metal Lath and Plaster Partition 
System with channel studs occupies a minimum amount of 
floor and building space. The four metal units making up this 
economical system form a durable, space-saving, non-bearing 
partition for use in interior wall construction. 


Gold Bond Holiow Wali System 
Gold Bond Hollow Wall System is the companion to the Gold Bond 
2” Solid Partition. It uses the same basic com- 


ponent parts as the 2-inch System but is a . 
double wall rather than a single wall with no 
connections between partition faces. It is excel- 
lent for party walls where reduction of noise 
transmission is required. Installation and con- 
cealment of utilities is greatly simplified. The 
Hollow Wall System has a one-hour fire rating 
and a 48.1 decibel sound-insulating rating. 





“start to finish” with Gold Bond 


lath, plaster,and channel partitions 


IN CONSTRUCTION — No other durable construction 
with comparable fire and sound resistance can be built 
as inexpensively as a solid partition. 


IN SPACE — Architects of buildings costing $12 per 
sq. ft. save $3 on floor space for every lineal foot of 
2-inch solid partition compared to wood studs or 
masonry partitions. 


IN WEIGHT— Metal Lath solid partitions with sanded 
plaster weigh less than 18 pounds per square ft. This 
low weight can save over 100 pounds per lineal foot 
of 10-ft. high partition compared with cinder blocks. 


build better with 


Gold Bond’ 


building Products 








IN MAINTENANCE — Metal Lath reinforces the parti- 
tion to make it highly shockproof. Impacts are ab- 
sorbed with minimum chances of cracking plaster. 
Smooth plaster surfaces are easy to clean and redeco- 
rate whenever necessary. 


IN ADDITION — the Gold Bond 2” Solid Metal Lath, 
Plaster and Channel Stud Partitions form an effec- 
tive sound barrier with a sound transmission loss 
rating of 39.4 decibels. The combination of steel and 
gypsum plaster has a one-hour fire rating. 


For complete information on Gold Bond Metal Lath and Plaster, write to: 


NATIONAL GYPSUM COMPANY 


BUFFALO 2, NEW YORK 





No. 330 clip furnished for 242”, 3” or 
4” base to provide 42”, 9e”, %4” or 
Ye” plaster grounds. Penmetal base is 
flush with the plaster surface and pro- 
vides plaster ground and finish trim in 
one unit. 


‘  tetlg 


Penmetal hollow partitior. system with load-bearing studs. 


lere isa 
low-cost, easy-to-erect 
partition with 


This “‘packaged’”’ load-bearing partition consists of Penmetal 
LIGHTSTEEL structural studs, fastened at top and bottom to 
LIGHTSTEEL track and braced with LIGHTSTEEL bridging. 
With metal lath wire-tied to both sides of the studs, and then plas- 
tered, it provides a light-weight, fire-safe construction that cuts the 
transmission of sound by as much as 46 decibels. 





Specily Plaster on Metal Lath for 








Wall panels are easy to handle and erect. Photo also shows the use of LIGHTSTEEL joists 


The sections are fabricated from structural grade steel by cold 
forming and are designed specifically for strength, light weight and 
low cost. They offer all the benefits of conventional steel sections, 
yet you do not pay for extra load-carrying capacity you do not 
need. 

You save on erection, too. Sections are designed to fit together 
for ease of assembly and welding in the shop or at the job site. 
Because of their light weight, complete wall panels can be readily 
trucked to the job site and erected in short time. Still further econ- 
omies can be effected by using openings in the studs for the in- 
stallation of wiring and piping. 

An additional feature of this partition is the exclusive Penmetal 
No. 330 clip which firmly attaches metal base to the studs. Flush 
with the plaster surface, the base is in keeping with modern trends 
toward simple lines and straight surfaces. 

Write for answers to any questions you may have about this 
“packaged” partition. 


PENN METAL COMPANY, INC. 


General Sales Office: 205 East 42nd Street, New York 17, N. Y. * Plant: Parkersburg, W. Va 


District Sales Offices: Boston, New York, Philadelphia, Chicago, Detroit, Dallas, 
Seattle, San Francisco, Los Angeles 
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MARK OF MERIT 











Applied before plastering, it +s used 
to support pictures, maps, and picture 
hooks. Also serves as a screed to which 
the plasterer can ork 


Scatloped edges provide extra 
keys, and the width of the 
flanges enables quick, easy 
installation. 


The most popular type of base 
ground Used principally for sepa 
tating two plaster materiats of 
Gifferent character 


Noted for extreme fi- 
gidity Two rows of hey- 
holes in the flanges pro- 
vide a secure plaster 
bond 


cement of composition, Uses as a partitioas cap or casing 
and to protect the top of for tree standing 2” solid parti- 
the base agains! damage tions, of as @ Star rat cap. Ex 
= panded metal wings are spot weld- 

ed to cap. 


‘We. 49 Curved Point Base Screed 


The Metal Lath Accessories illustrated above are among the more than 
40 different items for better plastering in Truscon’s complete line. They 
are easy to erect, easy to form, easy to work over, and assure the finest 
quality of finished work because of their precision manufacture. 


Truscon metal 
lath accessories 
assure finest 
plastered interiors 





Specify Platter on Metal Lath por 








Clip or Wire Tie 


Truscon 38” Self-Sentering 
Open Truss Joist Meta! Lath 


Metal Lath and pilaster ceiling on the underside of steei joists 


SIMIIISS, 


LLidhddd 
SIIITISLIS A 


“ 
Likd 


SF, 





SISISESMMISSSSSIIIITD, 
hdd pb dddeg 


” 














CLL ddd LLL, 
AUER NET eR cen 
Lhd iidittitidddiddddd 


7/7 




















'Gunteiataaieenee ee 





~ 
a 


Truscon ¥," Selft-Sentering 

This lath is most effective as a centering and reinforcement for 
spaced on 4” centers. it is a perfect lath as 3 combination concrete roofs and floors, and for use on much greater spans thar 
form, centering and reinforcement for concrete siabs in steel! are permissibie with %” Ribpiex. %” ribs are spaced 3%” on 
joist construction. The lath is securely attached to top of center and connected by a diamond mesh — cut and drawn from 
yoists with top lath clips or by wiring _ One sheet of steel. 


Truscon ¥,”" Ribpiex 
The extreme rigidity of this lath is due to the 3%” ribs 


Truscon Rib Laths 
offer maximum 
centering advantages 


Metal Lath Centering with Truscon Rib Laths offer an economi- 
cal method which provides both reinforcing for the concrete and 
a rigid form which does not need to be stretched taut. The Rib 
Lath is quickly placed and tied or clipped to the supporting steel 
joists. After concrete has hardened, the slab and steel joists are 
bonded together in a rigid floor system. 

Truscon 34” Ribplex, used as a centering for the top slab, will 
not exert a lateral pull on the top chords or flanges of the steel 
joists. Consequently, there is no need for costly temporary brac- 
ing. 3%” Ribplex centering eliminates any danger of twisted or 
weakened joists. 

Truscon %/," Self-Sentering Lath comes in sheets 29” wide, wid- 
est of any material made for a similar purpose. The decreased 
number of laps results in substantial savings in erection labor. 


For complete information on Truscon Metal Lath Centering, write to 


TRUSCON STEEL DIVISION 
REPUBLIC STEEL 


1070 ALBERT STREET YOUNGSTOWN 1, OHIO 
Export Department: Chrysler Building, New York 17, N. Y. 











to lower costs ...to simplify installation 
of services... specify this 


fireproof, fast-erecting 
hollow partition system 


using TRUSSTEEL* studs and U.S. G. metal lath 


FIREPROOF—one to 2)% hour rating, depending on type of metal lath and 
plaster used. 

GOES UP FAST—TRUSSTEEL Studs require little, if any, cutting or fitting on 
the job. Attachment shoe allows quick adjustment (up to 4 in.) for varying 
ceiling heights. Metal lath is easily attached with wire ties. 
ECONOMICAL—TRUSSTEEL Studs cost no more than wood yet permit easier 
concealment of conduits, ducts, plumbing and other services; ample strength 
without bulk for savings on structural steel. 

LIGHTWEIGHT—finished partition weighs as little as 11) lbs. per sq. ft. per- 
mitting installation most anywhere without additional structural framing. 
RESISTS SOUND TRANSMISSION—sound ratings from 40.5 db. to 54.7 db. de- 
pending on lath attachment. 

STRONG—equal in strength, after plastering, to any comparable non-bearing 
steel stud partition. 

VERSATILE—TRuSSTEEL Studs are available in various widths for finished 
wall thickness of 4 to 8 in. *T. M. Reg. U. S. Pat. Of. 


FoR MORE INFORMATION AND DETAILS: 


See Sweet’s, section 11; contact your 
U.S. G. Architects’ Service Representa- 
tive or Sales Representative; or write 
Dept. PA-5,300 W. Adams St., Chicago 6. 


The Greatest Name in Building ; 


STATES 
























































Fire Safety — 
Number One Concern 
of 
Every Architect 


In spite of organized etfort against it, the 
nation's annual fire toll continues its appalling 
increase. Ten years ago losses averaged a mil- 


lion dollars « day. Last year they averaged 


Piaster on 
Number One 


The built-in fire protection of metal lath and 
plaster has been demonstrated again and 
again during the past half-century. Repeated 


tests have established authoritative fire re- 


more than two and a half million dollars a day. 
The architects and builders of America hold 

the key to eventually winning the fight with 

this ruthless destroyer of life and property. 


Metal Lath — 
Fire Protection 


sistance ratings for plaster on metal lath. 
Countless fire tragedies have been prevented 
in existing buildings because architects have 
specified plaster on metal lath. 


Send for Metal Lath Technical Binder 


Complete technical data on fireproofing, por- 
titions, ceilings and other types of metal lath 
and plaster construction is available from the 
Metal Loth Manufacturers Association. Prod- 


ucts or systems of each of the member com- 


panies, whose advertisements are on preced- 
ing pages, are not confined to those listed in 
their individual advertisements. See Sweet's 
Files, Architectural, for general specification 
data and for manufacturers’ catalogs. 


METAL LATH MANUFACTURERS ASSOCIATION 


Engineers Buliding *« Cleveland 14, Ohio 
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Design For Modern Home Entrance by The Architects Collaborative 


"WHAT A WEALTH OF COLOR AND SERVICE 
CERAMIC TILE GIVES...INSIDE AND OUT" 


Architect Walter Gropius and his TAC coHeagues cap- 
tured the beauty and practical nature of ceramic tile in 
this forward looking home entrance and patio. Making 
the most of their material, they compel ceramic tile to 
contribute the maximum in design and service. 

This project shows graphically the wide range of 
colors, surface textures and unit sizes available in ce- 
ramic tile. Note the heavy duty floor tiles on the patio 
... the matte finish glazed tiles on the exterior sidewall 
. . . and the small floor units surfacing the decorative 


The Modou Style 1 weve 


xD *» . ‘al 
Walle Cforytnug~™ 


For The Architects Collaborative 





pool. They all resist water, wear and weather. 

Ceramic tile surfaces can help you put your clients 
miles ahead on maintenance, too. Tile floors, walls and 
counter tops never need strenuous cleaning, waxing, 
painting or replacement. 

When you plan your next residential, commercial or 
institutional project, remember you can save your 
client future maintenance expense. In addition, you can 
give the distinction of custom installations by the 
imaginative use of standard ceramic tiles. 














“ges mes 
Sa, Mo 






B. Mifflin Hood Co. » Cambridge Tile Mfg. Co. + Carlyle Tile Co. - General Tile Co. -« Gladding, McBean & Co. + Jordan Tile Mfg. Co 
Mosaic Tile Company + Murray Tile Co., Inc. + National Tile & Mfg. Co. - Olean Tile Co. « Pomona Tile Mfg. Co. + Robertson Mfg. Co 
Royal Tile Manufacturing Co. « Sparta Ceramic Co. + Summitville Tiles, Inc. + United States Ceramic Tile Co. + Winburn Tile Mfg. Co 


« 
TILE COUNCIL OF AMERICA, Room 3401, 10 East 40th St N.Y. 16, N.Y. or Room 933, 727 W. 7th St., Los Angeles, Calif. 
PARTICIPATING COMPANIES: American Encaustic Tiling Co. + Architectural Tiling Co., Inc. + Atlantic Tile Mfg. Co 
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You can save $100 on every door! 


Multiply the number of door openings in your 
next building by $100, and this quick arithmetic 
will give you the total savings you can realize 
with Fenestra* Door-Frame-Hardware units. 
These big savings are possible because of a new 
concept in the building and installing of doors. 

Pre-fitted doors, frames and hardware specifi- 
cally made for each other are built by Fenestra 
on a production-line basis. So you enjoy mass 
production costs—not custom job costs. By the 
same token, when these complete units arrive 
on the job, there’s no need for planning, order- 
ing and assembling special elements. The doors 
are installed in minutes because the complete 
units need no cutting, fitting, mortising or tap- 


Fen C5170 


FENESTRA HOLLOW META 
)F THE PRCHARD PA 


BERTRAM, HAMMOND 


Architecture 


ping. Yet your savings don’t end there. Mainte- 
nance costs are practically eliminated because 
Fenestra Hollow Metal Doors can’t warp, swell, 
stick or splinter. They always open easily, 
smoothly. They close quietly because inside 
surfaces are covered with sound-deadening 
material. 

You'll find a door for every purpose in the 
Fenestra line: Entrance Doors, Flush or Regular 
Interior Doors with glass or metal panels. Doors 
with the Underwriters’ B Label. For photos and 
details call your Fenestra Representative, listed 
in the yellow pages of your phone book. Or write 
the Detroit Steel Products Company, Dept. 
PA-8, 3409 Griffin St., Detroit 11, Michigan. 


** 
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THE ENTRANCE 
BACHMAN & 
INDIANA 





Duriron® vs. Corrosion is ‘NO CONTEST’ at Howard! 


Duriron Acid Proof Drain Pipe will probably outlast the new Science 
Building at Howard College. At least, this has been the 

history of Duriron installations. The reason is that Duriron’s 
extremely high resistance to corrosion is present through the entire 
thickness of the pipe wall. Installed by ordinary plumbing 

methods, the first cost is the last cost. For the life of the building, 
insist on Duriron. Available from stock 


in principal cities. 


THE ScreENCcE BUILDING 
Howard College 
Birmingham, Alabama 


Architects: 
VanKeuren, Davis & Co. 


The Duriron Company, Inc. 
Dayton, Ohio 


August 1955 





These Pittsburgh Architectural Representatives 


invite you to visit their exhibit 


on the Producers’ Council Caravan 


Again this year, the Producers’ Council Caravan of 
quality building products brings you a collection of dis- 
plays of the most significant building product develop- 
ments of our time. 


Pittsburgh's display is certain to hold your interest. For 
here are included some of the Glass Products manufac- 
tured by Pittsburgh Plate Glass Company which are find- 
ing increasing preference among architects, builders, and 
home owners all over the country. You will find this dis- 


play very interestir.g and informative on the new spandrel 
glazing construction. Descriptive literature will be avail- 
able to you for permanent reference. 

For any detailed information you may require, we 
suggest that you get in touch with your nearest Pittsburgh 
Architectural Representative. He will be on hand to offer 
every assistance. 

Pittsburgh Plate Glass Company, Room 5330, 632 
Fort Duquesne Boulevard, Pittsburgh 22, Pennsylvania. 


T. &. Thorn, 
Boston, Mass. 


S. E. Reynolds, 
Washington, D. C. 


W. J. O'Malley, 


Springfield, Mass. 


W. H. Nimick, tl, 


Philadelphia, Pa. 


A. D. Lamont, 


Washington, D. C. 


W. C. Sell, 
Columbus, Ohio 


H. C. Kellogg, 


Philadelphia, Pa. 
oe a 


G. H. Granish, 
Akron, Ohio 


R. N. James, 


Indianapolis, Ind. 


New York City 


L. G. Wilhelm, 
Pittsburgh, Pa. 


E. R. Crick, 
Cleveland, Ohio 


J. C. McCarty, 
Chicago, Ill. 


W. F. Otto, 
New York City 


H. D. Henzler, 
Baltimore, Md. 


A. D. Gordon, 
Charlotte, N. C. 


Design it better with Pittsburgh Glass 
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A. D. Lamont, 
Richmond, Va. 


Robert Busch, 
Miami, Fla. 


N. H. Jordan, 
Birmingham, Ala. 


Herbert E. Parsons, Jr., 
St. Lovis, Mo. 


Zz 


C 


G. M. Richardson, 
Fort Worth, Texas 


I 


A. D. Gordon, 
Roanoke, Va. 


W. S. Buchanan, 
Nashville, Tenn. 


Warren Landolt, 
New Orleans, La. 


Glen Jones, 
Kansas City, Mo. 


M. E. Pike, 
Wichita, Texas 


T. Paine, 
Portland, Oregon 


PAINTS GLASS 


PITTSBURGH 


W. D. P. McDowell, 
Atlanta, Ga. 


D. D. Kinney, 
Memphis, Tenn. 


G. F. Muller, 
Detroit, Mich. 


A. D. Gordon, 
High Point, N. C. 


Fred Harbordt, 
Houston, Texas 


A. R. Bouterious, 
San Francisco, Calif. 


CHEMICALS 
PLATE 


BRUSHES 


G. L. Reier, 
Jacksonville, Fla. 


P. H. Landon, 
Salt Lake City, Utah 


Minneapolis, Minn. 


Tulsa, Okla. 


Denver, Colo. 


T. H. Burmeister, 
Los Angeles, Colif. 


PLASTICS 


GLASS 


». 
J. M. O'Grady, 
Tampa, Fla. 


John W. Huston, 
Omaha, Nebr. 


C. J. Robinson, 
Des Moines, lowa 


G. M. Richardson, 
Dalles, Texas 


Ralph Lane, 
Los Angeles, Calif. 


FIBER GLASS 
COMPANY 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 
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Langley-Bath-Clearwater High School 

Bath, S. C. Architects: Lyles, Bissett, 
Carlisle & Wolf, Columbia, S. C. 
Contractors: E. M. Spong Construction Co., 
Columbia, S. C. Windows: 

Lupton Steel Projected. 


AY 














Lupton Windows—and Walls—help speed construction 


Now there are two ways to speed school building — trated brochure shows and tells the complete story 
quickly installed Lupton Metal Windows, as in this it’s yours for the asking. 


new school — and the new Lupton Simplified Curtain- MICHAEL FLYNN MANUFACTURING CO 
Wall Sy stem A rchitect designed, prefabricated Main Office and Plant: 700 E. Godfrey Avenue, Phila. 24, Pa. 


curtain-wall units are engineered, made and installed New York Office: 51 E. 42nd Street, New York 17, N. Y. 
Pa’ F West Coast Office: 672 S. Lafayette Park Place, Los Angeles 57, Calif. 
by Lupton on the building s framework. Now, a singie Stockton Office and Warehouse: 1441 Fremont Street, Stockton, Calif. 


: 1 Fi tati in oth incipal citi 
or multi-story building can be enclosed in days, not Sates Ofiices and Representatives in other principal cities 


weeks . . . with decided savings in time and labor. 
Backed by Lupton skill — gained through fifty years 
experience in manufacturing metal windows. An illus- 


METAL WINDOWS AND CURTAIN-WALLS 
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One of a series appearing in FORTUNE, TIME, 
NEWSWEEK, BUSINESS WEEK and leading 
architectural magazines. 


STEIMB ERG 


We discipline copper. 


oP OPDKDODDHDOONVODOOO OOOO 0O0000000005 We put it through the roaring heat of our own smelter... 
the high-amp stillness of electrolytic refining tanks . . . the 
irresistible pressures of piercing mills and extrusion presses 
... the long reaches of our drawbenches . . . through coiling, 
annealing, straightening and testing equipment. 


\OD00000005 


We work our will on copper—through every chemical change, 
every physical gyration known or needed—to deliver it 
perfect and enduring, yet submissive ...as Lewin-Mathes 
seamless tube, pipe and fittings. 


O 
( 
O 
ue 
5 
0 


Like the ancient coppersmith, our pride of product is that of 
the integrated specialist. And the Lewin-Mathes nation-wide 


SPo0000000 00 


° onene . ° 
20000000000000000000000000000000° supply facilities serving you, we believe, are second to none. 


SAINT LOUIS, MISSOURI 


MANUFACTURERS OF 
COPPER AND BRASS TUBE, PIPE, ROD AND FITTINGS 
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JOHNSON CONTROL at NORTHLAND Insures 


Expert opinion rates Detroit’s remarkable Northland 
Center as not only the largest of all shopping centers, but 
as the most nearly perfect in providing total comfort and 
convenience for its patrons. 

The comfort control problems involved here are par- 
ticularly interesting. The year ’round air conditioning 
system involves 72 air handling units in the six buildings. 
For economy, a central plant supplies all steam and 
chilled water. 

The number and sizes of the individual stores are 
important considerations. The 90 tenant stores range up- 
wards in area from a few hundred to tens of thousands of 
square feet. Comfort requirements also differ by types of 
stores—nearly every kind of retailing operation is repre- 
sented at Northland! 

Occupancy levels change throughout the day. An aver- 
age of 45,000 people shop here daily. Peak traffic reaches 
68,000. Other variables include outdoor temperatures, 
wind, exposure and large glass areas. 

To solve these and similar comfort control problems 
correctly, Northland Center depends on a comprehensive 


Appealing displays and assured comfort 
tempt customers to Hudson's Basement Store. 


system of Johnson Automatic Temperature Control. 
Johnson engineers designed an up-to-the-minute control 
system that provides ideal temperatures in every sales 
area in every store at Northland. It insures tenant satis- 
faction and caters to customer comfort. And, equally 
important, the superior economy features of Johnson 
Control make it possible to accomplish all this at the 
lowest possible operating cost. 

Next time you have a temperature control problem, 
give yourself the benefits of this kind of modern temper- 
ature control engineering skill. Whether it’s a shopping 
center, store, office building, school, hotel, hospital or 
factory, a nearby Johnson engineer is ready with the best 
answer. JOHNSON SERVICE COMPANY, Milwaukee 
2, Wisconsin. Direct Branch Offices in Principal Cities. 


JOHNSON CONTROL 


TEMPERATURE AIR CONDITIONING 


PLANNING * MANUFACTURING * INSTALLING «+ SINCE 1885 





Larger tenant spaces have separate air 
handling units and controls. Solving the 


More than 300 Johnson Thermostats at key 
locations in Hudson's and the 90 other 
stores respond to the slightest demand for 
more or less heating or cooling. 


Conditioned air for small tenant shops is 
supplied by multi-zone cir handling units. A 
single unit may handle 2, 4, 6 or 8 shops. 
Each shop has individual temperature con- 
trol. Entrance heaters are also controlled. 


great variety of control requirements at 
Northland is an excellent example of the 
flexibility of Johnson Control. 





Northland Regional Shopping Center, Detroit, Michigan. 
Architect: Victor Gruen Associated Architects & Engineers, Inc. 
Consulting mechanical engineer: H. E. Beyster & Associates, 
Inc. Heating contractor: The Donald Miller Co. Air conditioning 
contractor: Carrier Corporation. 


NORTHLAND HIGHLIGHTS. World's largest shop- 
ping center. Includes The J. L. Hudson Co. Department 
Store (over 470,000 sq. ft.) and 90 shops in 5 otaer 
tenant buildings (over 525,600 sq. ft.). Hudson store 
is the largest built in over 25 years. Center is completely 
air conditioned, with 3,600 ton central refrigeration 
plant and 900 hp central steam plant. Store frontage 
totals 14 miles. In Hudson’s alone, there are nearly 10 
miles of heating, ventilating and air conditioning ducts. 


= 


: 
READ HOW THIS JOHNSON- ~~ 
ENGINEERED CONTROL SYSTEM 
PROVIDES MADE-TO-ORDER 
WEATHER FOR EACH OF 
90 STORES... HELPS LARGEST 
SHOPPING CENTER GET ye : 


ee 
— 


THE ECONOMIES OF 
CENTRAL STEAM AND has Multi-zone air conditioning unit serves a group of small tenant 


shops. Johnson Room Thermostats in individual shops regulate 
REFRIGERATION PLANTS mixing dampers through 1-800 Low Limit Thermostats on panel 
: ; at right. At left, T-901 Submaster Thermostat varies the hot duct 
temperature in accordance with outdoor temperature. Another 
Thermostat controls the cold duct by operating a ¥-95 Water 
Valve on the chilled water supply. 


ial 


Panel mounted controls for twin air han- 
dling units in the Hudson store. On each unit 
a Johnson Submaster Thermostat controls a 
Steam Valve on the reheat coil to regulate 
final discharge temperature of conditioned 
air. Correct discharge temperature is de- 
termined by strategically located Room 
Thermostats that average sales area tem- 
peratures and pilot a Pressure Regulator 
which resets the Submaster Thermostat. 


On adjoining units, powerful Johnson 
Damper Operators regulate Dampers on 
minimum and maximum outdoor air and 
return air as determined by Dew-point 
Thermostats. Another Thermostat on the 
unit at right acts as a Safety Thermostat on 
the Steam Valve. Hudson store is served by 
18 large built-up units, 14 of which are in- 
stalled in pairs as shown. 








Good idea from 
Insulite Roof 


HOUSE & GARDEN’S 1955 House of Ideas, Birmingham, Mich. 
Designer-builder: Richard B. Pollman, Richard B. Pollman Building Co., Detroit. 
Architects: Irving Palmquist, A.1.A., & Clifford Wright, A.1.A., Detroit. 











‘“‘House of Ideas’... 
Deck combines 3 jobs 


Insulite Roof Deck goes on fast and combines three jobs 

in a single operation. It's roof deck, roof insulation and ion, lath and plaster and « 
finished ceiling all in one. It reduces costs $80 to $300 n save 12 man-hours per 
per thousand square feet of surface. red with 2”x6” D&M roof sh« 


Yet this money-saving product is just as at home in this 2 
cig, amare! Bagpipe ; bee r It’s insulation with vapor barrier. \\: 
luxurious HOUSE & GARDEN’S 1955 House of Ideas as ae Maniatis Teneziard, Week Cnc ie 
it is in an economy 3-bedroom rambler. stn RR eee yg ap plane pots ty ame 
; we a comparable to 2” wood deck plus |” fiber 

In any home, Roof Deck’s white pre-finished underside RM OA 2 ted of 

} tion and meets heat loss requirements for 
adds a definite touch of quality. The big, two-foot wide soialiaiatides. Cnrlicninn tall 
\ Ins Culon. DBACIUSIVE DULIT-1N 
units contribute to that free, open look and complement acnicad enmclematiirvn witiie tee call 
= 2 UGills ONnaensatlor ILM! ne ufnit. 

the design aims of exposed beam ceiling construction. 


Here's how Roof Deck can help you build better for less 3 It’s a finished ceiling. The underside of R: 


on your exposed beam ceiling jobs... is factory-finished in white. Lay Roof Deck over 
finished beams—and ceiling is done. No need to pla 


7 ” 


1 it’s a roof deck. Cuts application time as much as paint, stain or wax. Available in 2’x8’ units, 14 


45%. Only one material to handle. New Insulite Roof 3” thick with or without exclusive vapor barrier. 


Build better and save with 


INSULITE , 


Made of hardy Northern wood 


INSULITE DIVISION, Minnesota and Ontario Paper Company, Minneapolis 2, Minnesota 


Send for complete information now. Actual 
tures and construction details show how t 
Deck to build better for less. Write In 


ge. 
— 








Multi-purpose Cemesto Panels* 
with stone-like beauty 
build permanent, insulated 
curtain walls...quickly, economically! 


ST. JOHN SHOPPING CENTER, St. John, Missouri, showing how 
Cemesto Panels combine with aluminum accessories to provide 
handsome, modern exterior. 

Architect and Contractor: Fischer and Frichtel, Inc. 


Unlimited designs made possible with attractive new metal accessories 


More and more architects who seek versatility and low 
cost in building materials are specifying Cemesto Panels. 
Because here are Structural Insulating Panels that build 
attractive curtain walls when used alone... or blend har- 
moniously with other wall materials such as brick, stone, 
wood, glass, and metals. 


MANY BENEFITS 


Each Cemesto Panel is a complete self-containing curtain 
wall unit with high insulation value, exceptional structural 
strength, and pleasing finish. The hard, smooth, stone-gray 
surfaces afford excellent light reflection and add new beauty. 
Panels can be worked with ordinary tools on the job, or 
pre-cut at the mill for faster application. Quickly attached 
to steel framing with metal accessories, or to wood framing 
with nails or screws. 


DOUBLE-PURPOSE ACCESSORIES 


New extruded aluminum accessories aid Cemesto Panels in 
lending beauty to curtain walls. They have built-in Neo- 
prene gaskets for weather tightness. Exterior face of these 
battens has a regular—or satin-finished—surface which har- 
monizes with gray Cemesto Panels. 


Another Famous CELOTEX Product 


CEMESTO 


6G Uv 5 PAT OFF 


STRUCTURAL INSULATING PANELS 
THE CELOTEX CORPORATION 


120 S. LASALLE STREET, CHICAGO 3, ILLINOIS 
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To the architect, Cemesto Panels bring a remarkably ver- 
satile building material that can be used for curtain walls, 
roof decks, partitions. Write today for New File 5500... 
52-page simplified data book on design and application de- 
tails of Cemesto Structural Insulating Panels. The Celotex 
Corporation, Dept. PA-85, 120 S. LaSalle St., Chicago 3, IIL. 


*Cemesto Panels are strong, rigid, permanent insulating struc- 
tural units! Their core is Celotex cane fiber insulating board 
effectively protected against dry rot and termite attack by the 
exclusive Ferox® Process. Non-combustible cement-asbestos fac- 
ings are bonded to both sides of this insulating core by a moisture- 
proof adhesive. Cemesto Panels resist fire, weather, and wear, 
need no painting or maintenance. 


KEARNEY-TRECKER PLANT, Special Machinery Division, Milwaukee, Wis., 
Presents striking exterior of Cemesto Panels with harmonizing stainless steel 
accessories. Total Cemesto Panel footage, including curtain walls and de- 
partment partitions .. . 70,000 sq. ft. Designer and Engineer: V. K. Boynton. 
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OW Mengel has done it again with Gold Coast 
Cherry — the newest addition to our extensive line. In 
a few short months, Mengel Doors in rotary-cut Gold 


Coast Cherry have bounded to sensational popularity! 


The price? Strictly competitive! And when you con- 


BY . ‘ “geet ye 
sider the economies of finishing, doors of Gold Coast 
las toae Cherry are actual money-savers: One finish-coat on their 


smooth, close-textured surfaces is better than two coats 


on many other woods. 


Traditional Mengel quality and Guarantee — greater 
beauty — low cost! Don’t take our word for it. Order 
an inspection lot from your distributor, and see for 


yourself bow beautiful rotary-cut Gold Coast Cherry is! 


Door Department, THE MENGEL CO., Lowisville 1, Ky. 
x= NGE i World's Largest Manufacturer of Hardwood Products 
(Mengel Permanized Furniture, Doors, 
e Yio Kitchen Cabinets, Wall Closets) 
Hl Z 
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Texture One-Eleven is dependable 
DF PA industry quality grade-trade- 
marked Exterior fir plywood (EX T- 
DF PA®), made with waterproof glue. 
Specify it by name because only Tex- 
ture One-Eleven gives you all these 
features: 


@ Shiplap edges neatly conceal 
vertical joints. 


@ Deep, clean-cut grooves, interesting 


surface texture. 54” panel thickness 
permits full 144"-deep grooves 
backed by %%"-thick panel. 


Grooves either 2” or 4" o.c. Paneis 
available in several stock sizes. 

@ EXT-DFPA® on panel means 
waterproof glue. 


For full color idea folder and other 
data, write Douglas Fir Plywood 
Association, Tacoma 2, Washington. 














accent with 


adds visible value to any home... 
equally effective outside or in 


- = 


ACCENT fiat plywood, masonry and other 
matericis with Texture One-Eleven. Fits 
new ponelized exterior treatments. 


ACCENT residential or commercial interiors 
with Texture One-Eleven. Deep parallel 
grooves create striking shadowline pattern. 


PLYWOOD 


Texture One-Eleven 


EXTERIOR FIR 


°° EXT-DFPA 


Introduced only last year, Texture One-Eleven 


has already stirred the imagination of countless 


architects and builders. Here are a few of the ways 


it’s being used —for accent or feature . . . outdoors 


orin... for residential or commercial buildings. 


ACCENT your homes with Texture One- 
Eleven patio fences and outdoor storage 
units. Adds sales appeal at little extra cost. 


ACCENT lines created by bold grooves add 
high style to strength, durability and econ- 
omy of Exterior fir plywood. 


ACCENT carport walls, add extra bracing 
strength with Texture One-Eleven. Panels 
weather well, made with waterproof glue. 


ACCENT on savings. Builders report panels 
slash application time and labor costs. Can 
be applied without sheathing. 


See your lumber dealer. He stocks Texture One-Eleven or can get it for you. 
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Lamson’s new suburban store, Toledo, Ohio. 
Architects: Weinberg and Teare, Cleveland, Ohio. 


Shoppers see better 
through new 


Parallel-O-Plate glass 


You are looking at the most distortion-free plate glass ever made in America 
Libbey*Owens‘Ford twin-ground Parallel-O-Plate Glass! 

It makes quite a difference to the shoppers here at Lamson’s great new suburban 
department store in Toledo, because they see things in the windows and display 
cases more clearly and distinctly than ever before. 

It makes quite a difference to the store owners, too, because the perfection ot 
the glass carries out the whole atmosphere of fine merchandise and service 

Parallel-O-Plate makes a difference wherever it’s used—in homes and fine build- 
ings as well as in stores. Considering all of the things, every day, that you see through 
glass, freedom from distortion is vitally important. 

In most localities, Parallel-O-Plate Glass costs no more than ordinar} plate glass! Call 
your local Libbey-Owens‘Ford Distributor or Dealer—he can give you estimates, 
take care of installation, provide all kinds of service. You'll find his name listed 
under “‘Glass”’ in phone books. 

P.S. You can get mirrors made of Parallel-O-Plate from your department store. 


e-| 
L-O-F Parallel-O-Plate Glass We 


LIBBEY-OWENS-FORD a Great Name in Glass 


—_—_—_—_—— 
TOLEDO 38, OHIO 
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One sure way to make people dissatistied 


Show then a BRIGGS 
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In Beautyware Sea Green: B300 Marquette Tub, B6420 Prince Closet, Twin B3500 HS Lowell Lavatories 


—And TWO bathrooms of Briggs Beautyware 


will really help to clinch the sale! 


BRIGGS MANUFACTURING CO. 300 Buhl Building, Detroit 26, Michigan 
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with their old homes —— 


BEAUTYWARE bathroom 


The bathroom (like the kitchen) has become 
one of the most important “showplaces” in the 
home. Also, it is often in the bathroom that 
an old home shows its age most. 

That means that bathroom fixture design 
and styling are of greater importance today 
than ever before. A colorful, modern bathroom 
with new Briggs Beautyware dramatizes the 


disadvantages of the old home - - adds many 
powerful extra reasons for getting out of the old 
place, and into the new one. 

The outstanding features listed below are 
making Briggs Beautyware the first choice of 
more and more value-minded builders, archi- 
tects and plumbers - - more and more quality- 
conscious home owners and buyers. 


Newest Sea-tone Colors 
The fresh, bright, unfading shades of 
Briggs fixtures add beauty and distinc- 
tion to any bathroom—make decoration 
easy, impressive and tasteful. 


Glass-Hard Surfaces 


All Briggs fixtures—porcelain enameled 
steel or vitreous china—have -hard 
surfaces which are stain- and fade- 
proof—and so easy to clean. 


Rugged Construction 
Beautyware fixtures—from rugged 
bathtubs of reinforced steel to sturdy 
fittings of quality brass—give a life- 
time of satisfaction and service. 


Trouble-Free Fittings 

All Briggs fittings are specially designed, 
precision manufactured and thoroughly 
tested to assure a long life of enjoyable 
and dependable service. 


Compare features 
with any other 
fixtures 


The exclusive safety bottom of Briggs 
bathtubs is a great safety feature. In 
addition are meee wide rim 
seat and leai-proof wall flange. 


Hi-Style Vitreous China 
Vitreous china Beautyware is made 
from carefully selected clays—scientif- 
ically worked, glazed and fired to 
produce ceramics of highest quality. 


Time-Saving Installation 
Beautyware offers builders and plumb- 
ers many exclusively designed features 
which facilitate installation and speed 
up home building schedules. 


Superior Value 

Beautyware quality is also economical 
—putting finest color fixtures and an 
extra bath or lavatory within reach of 
more people than ever before. 
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PITTSBURGH 


Do glass blocks give 
a ‘‘COOPED-UP”’ feeling? 


Some people are more sensitive to 
claustrophobia than others. To these 
folks, a solid panel of glass blocks 
seems to be a barrier between them and 
the outside. We'll agree that even the 
abundant daylight transmitted doesn’t 
quite relieve the situation for these 
sensitive people. But even for them 
there is no reason to think that glass 


blocks give a “cooped-up” feeling. 


When people want to see out there are 
three easy solutions: 


First, and most popular, you can in- 





stall clear-glazed vision strips below the 
glass blocks as shown in the photograph. 

Second, you can install glass block 
ventilator units. Special tinted glass is 
available for these units (and for vision 
strips) so that their brightness will 
match that of the glass block panel. 

Third, install some PC Vue Blocks 
in the block panel. They are made from 
clear glass, visibility is good, and there 
are no Openings to maintain. 

Your PC representative will help you 
pick the best system. 


PC Glass Blocks 


Pittsburgh Corning Corporation, Pittsburgh 22, Pa. - In Canada: 57 Bloor St. W., Toronto, Ontario 


ALSO SKYTROL® AND FOAMGLAS® 


CORNING 











Who is more sensitive to a 
“cooped-up” feeling than 
school children? That’s why 
the vision strip beneath the 
glass block panels is a good 
solution in this classroom in 
the Edison Junior High School, 
West Mifflin Borough, Pennsyl- 
vania. Architects: Lamont H. 
Button and Paul F. Mclean, 


_A.LA,, Pittsburgh. 
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CWEUCE 


SYSTEMS 





1% SYSTEM for 


In the face of rising building costs 

it is important that every possible economy 

be made, without sacrificing 

quality, or disturbing the safety factor. 
Securitee |'/> System, for the 

erection of acoustical tile, is the outstanding 
mechanical suspension system on the 

market. It fulfills each requirement with complete 
satisfaction and offers, in addition, 


the best possible base for troffer type lights. 


Specify and insist on Securitee Systems. 





W. J. HAERTEL & CO. 


832 W. Eastman St., Chicago 22, Ill. 





Please send me, without obligation, your complete 


line of new brochures. 





*T.M. Reg. U.S. Pot. Off, 
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Design fundamentals of the 


ALL-AIR HIGH VELOCITY 


distribution system 


By F. J. KURTH 


Vice President of Engineering 





Anemostat Corporation of America 


A national survey reveals that today, more than ever, engi- 
neers are studying, learning and using high velocity-high 
temperature differential air distribution. Here is a brief dis- 
cussion of the advantages of the all-air high velocity system 
over conventional and mixed cycle (air and water) systems. 
1. No Coils — No Clogging — No Odor— There are no coils 
in the all-air high velocity units. Damp coils collect lint and 
emit dank odors, and the coils must be cleaned periodically. 
2. No Individual Fans — Filters — or Electric Motors — 
The all-air units operate entirely with air which is proc- 
essed in the main equipment rooms. The 100% induction 
units utilize the kinetic energy of the high velocity air to 
mix primary air with the room air. 
3. No Conflict of Trades — The all-air units are installed 
by the sheet metal trades only. 
4. More Effective Use of Outside Air in Spring and Fall— 
More primary air is delivered to the all-air units than to in- 
duction coil units. This allows the engineers to operate in the 
Springand Fall on outside air and thereby save refrigeration. 
All-air high velocity units offer scientific air diffusion. 
Each high velocity unit is provided with an aspirating or 
high induction type air diffuser which is scientifically 
designed to diffuse air without drafts. Each unit can be 
pressure balanced by an easy-to-operate balancing device 
and a calibrated orifice. In fact, the Anemostat all-air high 
velocity system can be balanced more accurately than other 
systems and in less than half the time required to balance 


a low velocity system. 


Progressive Architecture 


High velocity units require practically no maintenance 
after installation. They have valves of the non-corrosive, 
die-cast, ‘‘rocket-socket” type, which are patented by the 
Anemostat Corporation of America. All units can be 
adapted for the following variations: 

1. Single duct for zone control or individual thermo- 
static or manual remote control. 

2. Dual duct for thermostatic control or any other type 
of control. 

3. Single or dual duct units with the diffuser fastened 
to the unit, or remote from the attenuating unit. 

4. Under-the-window, sidewall or ceiling type instal- 
lations. 

5. Can be provided with standard aspirating diffusers 
or 100% induction type diffusers. 

6. Induction type units handle temperature differentials 


up to 33° below ambient. 


Selection Manual Contains 
Data on High Velocity Units 


New Selection Manual 50 gives 

extensive selection and application 

data on high velocity all-air 

distribution systems. Write on 

your business letterhead for 

Selection Manual 50 to the Anemostat Corporation of 
America, 10 E. 39 Street, New York 16, New York. 
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The BeSt cellars ature Chasé Copper lube 


You add extra-value to the whole home with hot and cold water lines 
of Chase copper tube. More years of trouble-free service, more efficient 
water flow with little or no increase in cost! 


That’s because Chase copper tube resists corrosion—can’t clog with 
rust! Diameter for diameter, this copper tube passes higher water vol- 
ume than lines of rustable metal! Its smoother inside surface cuts fric- 
tion to a minimum, assuring fast and efficient discharge of fixtures. 


Chase copper tube is easier to handle. Can be quickly cut to the 
required length with ordinary tools. Rugged, leakproof solder joints 
are made without time-consuming threading. Long lengths are avail- 
able; require fewer joints. 


Specify Chase copper water tube for hot and cold water lines. Add Chase copper drainage lines, too, give superior serv- 
extra quality at little or no extra cost! ice over the years...add extra-value to any home! 


, a‘ The Nation’s Headquarters for Brass & Copper 

. Albany? Chicago Detroit los Angeles New York 
Atlanta Cincinnati Grand Rapids M twaukee Ph tadelph a 

® Baltimore «Cleveland = Houston Minneapolis Pittsburgh 


BRASS & COPPER CO. tant dem Kemmtn, Me erties Redes 


WATERBURY 20, CONNECTICUT + SUBSIDIARY OF KENNECOTT COPPER CORPORATION 


Fm 
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EXTRUDED 
MOULDINGS 


PAINTS GLASS CHEMICALS 


PITTSBURGH 
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PITTSBURGH 


BRUSHES PLASTICS 


GLASS 


FIBER GLASS 


COMPANY 


INDUSTRIES LIMITED 














SELECTEMP HIGHLIGHTS 


THERMOSTAT IN EVERY ROOM. Temperatures 
can be varied in every room to fit the 
“activity plan” and personal preference of 
the occupants. 

MODULATED HEAT. Air circulation is con- 
tinuous. Both temperature and volume of 
air are automatically modulated, as required 
to offset heat loss from room. 


FILTERED, CIRCULATED AiR. Individual room 
air circulation prevents transmission of odors 
or bacteria from other rooms. Air is cleaned 
by a spun glass filter in each room unit. 
Filtered outside air can be introduced if 
desired. 

BOWER LOCATION. Boiler can be placed in 
any desired location, with proper distribu- 
tion of heat to every room. Year-around 
domestic hot water coils available. 

LOW POWER COST. Nocelectricity required to 
operate circulating fans. Nonelectric ther- 
mostats. 

LOW INITIAL COST. Easily installed in either 
new or old construction. Small soft copper 
tubing (4 inch I.D.) carries steam to individ- 
ual room heater units. Return lines are \% 
inch. Substantial savings in installation costs 


LOW FUEL COST. Temperature easily re- 
duced in unused rooms. Also eliminates 
overheating. 

AUTOMATICALLY BALANCED. No special 
adjustments of dampers, valves or orifices 
required to balance heating system. Each 
unit continuously regulates heat needed for 
each room. Automatically compensates for 
external heat sources such as fireplace or 
solar heat, without affecting temperatures 
of other rooms. 








can be comfortable 


Iron Fireman SelecTemp heating 
has a thermostat in every room 





The ultimate in heating comfort—a thermostat in every 
room—is both simple and practical with the Iron 
Fireman SelecTemp heating system. Occupants of 
each room or office can select any temperature desired, 
at any time. Rooms stay at the selected temperatures. 
Each room unit automatically compensates for heat 
gains and losses caused by changes in outdoor tem- 
perature, cold winds and warmth from the sun 
increasing or decreasing heat output. 


ECONOMICAL INSTALLATION AND OPERATION heating of unused space, is climinated 
A fan in each room unit, operated by a 
steam turbine, continuously circulates 
filtered warm air. No electricity is used 
for fans or thermostats 


Regardless of the type or size of structure ; 
office building, hotel or apartment house, 
school, hospital, or house, SelecTemp 
heating can be economically and effi- 
ciently installed. Flexible copper tubing, ASK FOR FULL INFORMATION 
smaller than your little finger, carries Before choosing a heating system for any 
low pressure steam to each room unit. building or residence, whether new con- 

In addition to individualized heating struction or being modernized, it will pay 
comfort SelecTemp brings substantialop- you to get the facts about the Iron 
erating savings. The fuel waste resulting Fireman SelecTemp—a completely new 
from overheating (symptom: occupants concept in heating practice. Just mail 
open the windows), and the unnecessary the coupon or write 


lron Fireman’ 


® 
MODULATING ZONE HEATING 


IRON FIREMAN MANUFACTURING CO. 
3089 West 106th Street, Cleveland 11, Ohio 


In Canada, write to 80 Ward St., Toronto, Ontario 


Send literature on lron Fireman § Temp heating 


Name 


. 
= Address 
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For HIGH STYLE or 


you can’t beat 


Look at the distinctive shadow lines, the ‘‘character,”’ 
the rich color of a Carey Fire-Chex roof—and you see 
instantly why Fire-Chex are the crowning touch in 
high fashion. For homes, schools, apartments and com- 
mercial buildings, many leading architects specify Fire- 
Chex for enduring beauty without equal! 


And it’s beauty that’s backed by husky ruggedness! 
After the hurricanes that ripped through the East last 
year, not a single Fire-Chex roof was found to be damaged! 
Many conventional roofs were ruined! What’s more, 
Fire-Chex are the only shingles of any kind rated Class 


HIGH WINDS... 
a FIRE-CHEX ROOF 


A* by Underwriters’ Laboratories, Inc.—the highest 
fire-safety rating possible! 


Specify Fire-Chex from a wide range of exclusive shad- 
ow blends and rich solid colors to give your buildings 
the utmost in protection against fire and the elements. 
Ask your Carey representative for samples, application 
data and illustrated literature. 

Harmonizing New Shadow-Blend and Solid Colors 


WINEBERRY RED @ GARLAND GREEN @ SILVER RAIN @ MOONMIST BUFF @ DUSK 
GRAY @ DELTA BROWN @ TROPIC GREEN @ VENETIAN RED @ CHARCOAL BLACK @ 
WALNUT BROWN and CRYSTAL WHITE. 


4. i. 2 ee es ee eee. Se ee eRe BARR © TR ee ee Se 


*Without asbestos underlayment. 


FREE FOLDER! Mail coupon today for free copy of 


folder showing Fire-Chex Shingles and other fine } 
Carey products in full color! Or see A.I.A. File No. 12. i 


THE PHILIP CAREY MFG. COMPANY, Lockland, Cincinnati 15, Ohio 
in Canada: The Philip Carey Co., Ltd., 277 Duke St., Montreal 3, P.Q, 


Better products for better building since 1873 


Bathroom Cabinets and Accessories « Ventilating Fans « Access Doors 
Ceramo Asbestos Siding ¢ Thick-Butt Shingles ¢ Reflective Fire-Guard 
Blanket Insulation « Fire-Chex Asbestos-Plastic Shingles 


ee 


THE PHILIP CAREY MFG. COMPANY 
Lockland, Cincinnati 15, Ohio Dept. PA-8 


Please send my free copy of folder and 
information on FIRE-CHEX SHINGLES. 
C) Ask your representative to call. 


FIRM 


ADDRESS 
— 








Captivate 
commercial clients 


F .. 


Ww™ not join the many archi- 
tects who have taken the 
Craftwall way to satisfy commer- 
cial and institutional clients? 





You'll agree that here is a wide 
and stimulating design opportun- 
ity — ready for the spark of your 
imagination. 


Choose from nine handsome 
woods — Walnut, Birch, Oak, 
Knotty Pine, Cherry, Mahogany, 
Blonde Limba, Maple and Elm. 





Create with your choice of four 
distinctive styles. Economize with 
large, lightweight panels that hold 
down installation costs. Factory 
craft-finish ends on-the-job mess 
. » » packs a bonus of many more 
years of beauty — remarkable 





durability and easy maintenance. 


Ask your Roddiscraft repre- 
sentative for samples . . . or send 
in the coupon below. 


Crattwall 

design suggestions... 

No. 4 of a series 

John G. Flad & Associates specified 
Craftwall prefinished hordwood ply- 
wood paneling in their design for 
a businessmen's club at Madison, Wis- 
consin. Their choice: Wolnut .. . 
Style 100. Result: Handsome, ciient- 
pleasing interiors. 


ss Sebdiibiis.. 1s chuke 


RODDISCRAFT, RODDIS PLYWOOD CORP. 
\ Dent. PR-855, Marshfield, Wisconsin 
Please send me illustrated literature and cost 
\ information. I want all the facts about Craftwall 
factory-finished paneling 
. Name séeecneen 


Firm 


FACTORY FINISHED opie io ise aaa ca \ ites 


State 





oar Barcol. 
ms) OVERdoors 


close tighter, 








yet open easier! 


Barcol CAM ACTION OVERdoors close tighter 
because door rolls easily down with 3%” clearance 
and then is pushed forward by cam levers and held 
firmly and evenly against door stops. No wedging . . . 
no dragging . . . no scraping. 

Barcol CAM ACTION OVERdoors open easier, 
at a turn of the latch handle, because extra Cam 
Springs at bottom pull entire door *%” back from 
stops—overhead springs then lift friction-free door 
upward. Friction zone (see below) is reduced to a 
minimum, allowing wood to swell in damp weather 
without sticking, binding, or wedging. 


THE IMPROVED OVERHEAD DOOR ...CAM ACTION’S THE REASON! 








BARCOL Model 50 OVERdoor 
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PATH OF DOOR 


COoOoR STOP 
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ZON® / 














CLOSING: Door first closes free of stops; 
then cam levers press door against stops. 


OPENING: Cam levers immedictely free entire 
door from stops; friction zone is less than 1 inch! 


No dragging or wedging to close weather-tight and rattle-proof. No stooping, no pulling through long friction zone to open, 








ORDINARY DOOR 





















































DOOR fF 
CLOSING | | 


SEE HOW CAM ACTION WORKS! 
(1) Uniform %” clearance assures all-weather 
friction-free opening and closing. Stop (2) engages 
cam lever (3) linked to other cam levers (4) pushing 
L all door sections simult ly against stop strips. 
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Only Barber-Colman OVERdoors give you all three — 

CAM ACTION releases immediately for easy opening even when door 
swells—yet closes weather-tight and rattle-proof even when door 
shrinks. 

WEATHER-KING PANELS—gvarcnteed for life not to weathercheck, 
split, crack, or delaminate. 


INDIVIDUALIZED DESIGN—new Doornaments make standard doors 
into custom designs at only fractional extra cost. For free design 
service, call your Barber-Colman distributor (under “Doors” in phone 


book). or write: 


Barber-Colman Company 


Dept. N58, Rockford, Illinois 


WARDROBEdoors . Automatic Controls . Industrial Instruments 
Air Distribution Products + Aijrcraft Controls * Small Motors + Molded 
Products * Metal Cutting Tools * Machine Tools ¢ Textile Machinery 








MN 


MEETING RAIL SECTION OF CUPPLES 
PROJECTED WINDOWS USED IN MEADOWS BUILDING 


The heaviest, strongest projected window manufactured. 
Developed for monumental structures, this window is double 
weatherstripped for maximum weather-tightness. Welded tubular rails 
with integral glazing beads insure strength and rigidity. 
Variations con be glazed with Thermopane or Twindow. 


Cupples 

aluminum 

“windows 
specified 


because owner insisted on the best 


From its Grecian marble lobby to its Cupples projected 
and double hung windows, every detail of this magnificent 


building bespeaks enduring quality. 


This is another example of the wide acceptance of 
Cupples Aluminum Windows where sound design and 
precision fabrication are of first consideration. And architects 
and builders have found that Cupples Windows can be 


specified without increase in construction estimates. 


With the most complete line of commercial windows of any 
manufacturer, Cupples offers a wide variety of types to 
meet every requirement. Cupples is also a leader in 
curtain wall construction and a manufacturer of aluminum 
doors, architectural aluminum extrusions, alumi-coustic 
grid systems for suspended ceilings and special ornamental 


products. Our catalogs are in Sweet's 


MEMBER, ALUMINUM WINDOW 
MANUFACTURERS ASSOCIATION. 


PRODUCTS CORPORATION 
2660 South Hanley Road * St. Louis 17, Missouri 
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Eastgate Apartments amoridg ¢ Thomas Worcester, Inc., Architect 


( }) f rs 4 f rs 


Hope's Steel Windows help the architect to deal successfully with the problems of fenestration 
in compact spaces. In these apartments 950 Hope’s Windows provide the benefit of full 
daylight from each window opening 


HOPE'S WINDOWS, INC., Jamestown, N.Y. 


THE FINEST BUILDINGS THROUGHOUT THE WORLD ARE FITTED WITH HOPE'S WINDOWS 
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Associated Architects: Mayer & Whittlesey + Skidmore, Owings and Merrill 


Consulting Engineers: 


Heating Contractor: 
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OVER SIXTY YEARS | 
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METAFLOW 
Control! Volve 


OF AUTOMATIC TEMPERATURE AND HUMIDITY CONTROL 


: Jaros, Baum & Bolles 


J. L. Murphy, Inc. 


ZONE TEMPERATURE CONTROL 


In this Outstanding Apartment Building 
Assures Comfort, Dependability, Lowest Maintenance Cost 


Temperature of hot water supply to convectors in this 
modern building is controlled by a Powers MASTROL System 
How it Operates—A Powers Master Thermostat with its 
sensitive bulb in a special housing for sun-wind effect and 
outdoor temperature is located on outside wall of zone 
being controlled. It operates in conjunction with 4 Room 
Thermostats on the 4th, 9th, 14th and 19th floors of each 
zone through Averaging Relays to establish the control 
point for Series 100 Sub-Master Controllers. A manually 
operated switch on the main control panel is provided to 

raise or lower the control point when desired. 
A program clock automatically reverts the controls to night 
operation during which period the outdoor Master Ther- 
mostat readjusts Series 100 Sub-Master Controller to a 
lower control point than used during day operation. Other 
types of Powers controls regulate various fans supplying 
heating and ventilating to other spaces in the building 
Experience gained by Powers in all types of prominent 
buildings will be helpful to you. When problems of tem- 
perature and humidity arise, contact our nearest office 


THE POWERS REGULATOR COMPANY, Skokie, Ill 


OFFICES IN CHIEF CITIES 
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AIRSTREAM <n FLOWRITE Control Volve 
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ADVANCE FLUORESCENT LAMP BALLASTS 
USED IN TWO FORD PLANTS 


Views of the two new Ford Plants, one in the Engineering and 
Research Center, Dearborn, Mich. (upper picture) and the new 
aircraft wing plant at Claycomo, Missouri, show the use of 
flworescent lighting installations. Both installations use 
ADVANCE “Certified” fluorescent lamp ballasts, specified by 

the fixture manufacturers responsible for the lighting efficien- Descgued + Enginecred 
cy. Why not take a tip from successful contractors and use BY THE 


dependable ADVANCE Ballasts too. WORLD’S LARGEST MANUFACTURER 
pevoTED FSxclasdoely TO THE PRODUCTION OF 


FLUORESCENT LAMP BALLASTS 
- ADVANCE .° 
4 
ye Os 


Ns E ree ae 
FORM | Address ““ADTRANS’ 


)50 N. WESTERN AVENUE, CHICAGO 18, ILLINOIS, t 


eee 
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FEATURES THAT ADD PLUS VALUE! 


Weatherstripped by Wide overlap of 
premium viny! locked weathering members. 
in extruded channel Minimum outside 
unexposed to weather. at jambs 5/16". 


pte Or . 
a fei 
. a a 9) eR, 


Smooth, Sturdy CENTER SILL operator 


Compound operator sealed in grease —completely 
enclosed — affords smooth, effortless operation. 
Gear ratio prevents strain or stripping and increases 
power. Concealed in sill at factory. No on-the-job 
installation! 





Entire operator and power bar nylon bushed— 
entirely self-lubricating — permanent. 


Assures balanced power activating both 
window jambs simultaneously — prevents torque 
lag which causes ventilator distortion and puts 


unbalanced strain on linkage All ventilators have 
equal height and drop Heavy reinforced sill, 
for easy cleaning. 





Torsion resistant tubular sill. %4” solid extruded 
aluminum power bar. 
Snap-on glazing bead available. 


No special locking devices to cause distortion of 
ventilators and put undve strain on operator. 


All windows chemically cleaned, etched and 
lacquered per FHA requirements. 
Engineered fcr simple, speedy installation. 


Designed for a great diversity of applications. 


Write today for complete details 
Address Dept. PA-8& 


¥ 


| PS) QUALITY “Sy 
OP voy s0yeu P 


= 
Wore Projected Cosement 
Awning Window 














Ware Laboratories, Inc., 3700 N.W. 25th St., Miami, Florida 


August 1955 





Federal Savings & Loan, North Arlington, N. J., Architect: James Timpson A.1.A. 


So beautifully quiet—so quietly beautiful— 


GOLD SEAL RUBBER TILE 


When every detail must signify quality . . . yet heavy foot 
traffic demands resilience . . . that’s the time to specify 
Gold Seal Rubber Tile. It’s truly in a class by itself! 


Resilient! Gold Seal Rubber Tile is luxuriously quiet and 
comfortable under foot . . . cuts fatigue problems in 
schools, hospitals, homes . . . distracting noises are cut to 
a minimum. 

Clearer Colors! It’s a designer's delight. New, fresher 
colors—mauve, coral and lavender—give a luxury-look . . . 
stimulate impressive design combinations. Fine marbleiza- 
tion (19 patterns) hides dirt and scuff marks. Plain black 
and plain white tiles invite special decorator treatments. 


Durable! Won't crack, chip or shatter. Does not require 
excessive maintenance—cuts upkeep and replacement costs. 


For home or business... 
you get the tinest choice of all in... 
INLAID LINOLEUM - RANCHTILE® LINOLEUM + VINYLFLOR ~- VINYLTOP - 


LINOLEUM, VINYL, VINYLBEST, RUBBER, CORK AND ASPHALT TILES - 
CONGOLEUM® AND CONGOWALL® ENAMEL-SURFACE FI.UOR AND WALL COVERINGS 
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Does a better job of resisting indentation from heavy fur- 
niture. 


Guaranteed! You and your clients are assured of finest 
quality by the Gold Seal guarantee—“satisfaction or your 
money back.” 


Specifications: Standard Gauge (.080”) for use in 
residential areas. Heavy Gauge (.125”) for use in 
commercial and institutional areas. Size and pat- 

terns (both gauges): 9” x 9” tiles, 19 marbleized 
patterns plus 2 plain patterns. 

installations: Suspended wood and concrete. On-grade 
concrete (with Gold Seal “Three-Twenty”*) adhesive. Flex- 
ible, easy to handle and cut, for minimum installation costs. 


For more information write: Architects’ Service Dept. 
*Trade-mark 
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The only complete 


ceramic tile line... 


Mos AiIic 


from America’s largest ceramic 


nae 


floor and wall tile manufacturer! 


Harmonitone & Bright Glaze wall tile 
Harmonitone & Veivetex mosaics 
Granitex mosaics & pavers 
Formfree®* giazed tile & mosaics 
Evergiaze tile 

Carlyle quarry tile 
Electrically-Conductive floor tile 
Undulatile** 

Faience tile 

Decorated tile 

Tile numerals & letters 

All-Tile Accessories 


In addition to the glazed tile illustrated, you'll want com- 
plete data on the only complete ceramic tile line. Ask your 
Mosaic Representative or write The Mosaic Tile Company, 
Dept. 28-28, Zanesville, Ohio, for these new Mosaic tile 
books: (A) The Mosaic Workbook for Architects; (B) The 
Mosaic Tile Book of Beautiful Homes; (C) The Mosaic 
Products Catalog. And, our catalog is in Sweet's. 


*Copyright 1951 by The Mosaic Tile Company 
**Copyright 1954 by The Mosaic Tile Company 


MOSAIC 


Factories, Warehouses, Showrooms from Coast to Coast . . . 


® 


WAREHOUSES & SHOWROOMS: Atlanta, Baltimore, Boston, Chicago, fer Free Estimctes 
Dalias, Denver, Detroit, Fresno, Greensboro, Hartford, Hempstead, L.!., on (mOSaic) Tike 
N.Y. Hollywood, Little Rock, Miami, Minneapolis, New Orleans, North me your phone buck 
Hollywood, Philadelphia, Portland, Rosemead, Calif., Sait Lake City, San sed the name 
Francisco, Seattle, Tampa, Washington, D.C., Zanesville. SHOWROOM: wy of, Voor The 
New York. OFFICES: Buffalo, Milwaukee, Pittsburgh, St. Louis. FAC. 

TORIES: Zanesville & lronton, Ohio, Matawan, N.J., Little Rock, Ark., 

Corona & El Segundo, Calif. 


Over 5000 Tile Contractors to serve you. 


Member: Tile Council of America and The Producers’ Council, Inc. 
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QUALITY 
WINDOW 


This window meets or exceeds 
all quality indust@ specifica 
thons for alumunum windows 
te 
Adams & Westlake 
COmPanr 


Elbrart indean 


Home Office Building, State Insurance Fund, New York, N.Y. Architects: Lorimer Rich Associates. General Contractor: Cauldwell- Wingate Company. 


Minimum air infiltration 
Finger-tip control 

No painting or maintenance 

No warp, rot, rattle, stick or swell 


Guaranteed non-metallic 
weatherstripping 


(patented serrated guides on double hung windows) 


Architecture 


Equipped with Adiake Series 1000 Reversible Window 


the Adams & Westlake company 


ELKHART, INDIANA «+ New York « Chicago 
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pja news reports 








TRANSPORT CENTER 


broken 


PHILADELPHIA, PA., July 8, 1955—The model and detailed 
plans of this City’s great new Transportation Center, for 
which Vincent G. Kling (left of photo below) is the Archi- 
tect, and McCloskey & Co., the builder-entrepreneur, were 
revealed here this morning. 
Part of the vast new Penn Center that 
is emerging on the former site of the 
Broad Street Station and railroad via 
luct, running west from Philly’s monu 
mental, old City Hall, the Transportatio 
Center (Cited in P/A’s most recent 
Awards Program) will occupy an entire 
block, just across Pennsylvania Boule 
vard from the new Sheraton Hotel (see 
page &6). 
Kling explained the high points of the 


Turn to page 76, column 3 
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P/A News Reports 


N Offi B ildi Will 4 F d C tr Staff DEARBORN, MICH., July 1, 1955—Visitors to 
ew ice ul Ing | ouse or en a the Detroit area this week could see a 
notable instance of the office-building-in- 
the-country concept nearing realization 
as the mass of the main office building 
of the Ford Motor Company’s vast, de- 
centralized administrative center here 
approached its finished appearance. Skid- 
more, Owings & Merrill are the Archi- 
tects for the center; Jaros, Baum & 
Bolles, the Consulting Engineers; and 
Bryant & Detwiler, General Contractor. 
To provide complete flexibility within 
the air-conditioned building, exterior col- 
umns project beyond the curtain wall 
(spandrels of dark-green, insulated, por- 
celain enamel panels), and inner columns 
occur within the building’s central serv- 
ice core. Thus, work space is entirely 
uninterrupted. A combination of moving 
stairs (up to the seventh floor) and ele- 
vators was specially developed for effi- 
cient handling of peak traffic loads as 
well as normal circulation. 
When all units are completed on the 
rural site, 3000 persons will work here. 


CO-OP FOR THE GRAPHIC ARTS 


KING OF PRUSSIA, PA., July 15, 1955—An unusual, if 
not unique, business building is scheduled for con- 
struction in this Philadelphia suburb—a Graphic Arts 


Co-operative Center, designed by Hugh 

Stubbins Associates. Planned to house 

advertising agencies, branch offices of 

publications, and related graphic-art 

services, it is situated near homes of 

; many who would work here. It is ex- 

Exceptional in a business pected that a developer will build the 

facility l ~ — of building and sell the space within so that 

a small club with a dining each occupant would become part owner. 
room and lounge and a ‘ 4 

. . To be completely air conditioned, the 

swimming pool. raat , 

1: Entrance lobby. 2: building is to have a nonfireproof steel 

Office areas. 3: Club frame and floors of cellular steel. Ex- 

house. 4: Swimming pool. terior surfacing consists of alternate 


5: Service below. glass and insulated panels. 
west end is a 3-story parking garage, 


UT yee 16 * with the Greyhound Lines bus terminal 
FER. 4 ‘i THLE - at basement (concourse) level. Buses 


Mi j { ’ t : 7 ea 4 H | 1 ft euae TES | will gain access to the terminal by a 


- nam Ul ramp starting at 19th Street. The ramp 
yal i Pe 4 , tf [ i ~ ; t : a mas ee tT will also be used by trucks for delivery 
a de. to or pickup from the various rental 

areas. The garage will be operated by 

ee the Sheraton Hotel and joined to it by 
Pee "ee dee a mi } underground passage. Connecting the 
Bee | ee - a Bf vertical and horizontal elements is a one- 
% SS aii : iat S ; story unit organized around a landscaped 


Fea Se | te “ve courtyard (at concourse level). 


























(Continued from page 75) 


ji Transportation Center 


scheme. Across the east end of the site 
is an 18-story office building, about a 
third of which will be occupied by the 
Pennsylvania Railroad offices. At the 
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Corbu’s Second “Unite d’Habitation” Dedicated 


NANTES-REZE, FRANCE, July 2, 1955—In 
the presence of Roger Duchet, France’s 
Minister of Reconstruction, Le Corbu- 
sier’s Dwelling Unit of Optimum Size #2 
(free translation of Unité d'habitation de 
grandeur conforme #2 was formally 
dedicated today at this busy inland port 
on the River Loire. 

Less complex and smaller in every re- 
spect than the initial one at Marseilles, 
the Nantes-Rezé building also differs in 
that it includes no cammercial elements. 
Like Marseilles, however, the 294 apart- 
ments (most of which have both east and 
west exposures) are duplex units, and 
the 18-level building sits up off the 
ground on pilotis. Tenants are from the 
lower middle income group. The all- 
concrete structure utilizes a box frame 
—like a giant house of concrete cards. 





Experimental Shelter 


SEATTLE, WASH., July 6, 1955—In devel- 
oping this structure, Ted Bower, local 


designer, thought in terms of what Bucky 
Fuller calls “ephemeralization”—doing 
more and more with less and less. 


The pipe frame consists of two pairs 
of simple curves which, joined, continu- 
ously define a space. Covering the space 
is a plastic membrane (glass fabric im- 
pregnated with vinyl coating) lashed to 


the frame with specially made nylon cord 
that can stretch 1 in. to the foot under 
load. Idea for the shelter, which can 
carry a 3-ft was originally 
worked out in a string model (far left). 


snowfall, 
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Bernard Tomson 


it's the law 
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(Continued from July 1955 P/A) 


It is within the power of the legislature to 
determine that the community should be 
beautiful as well as healthy, spacious as well 
as clean, well-balanced as well as carefully 
patrolled. Berman v. Parker 


By its decision in Berman y. Parker 
the Supreme Court recognized the 
validity and importance of the Congres- 
sional mandate for “comprehensive and 
co-ordinated planning of the whole ter- 
ritory.” In doing so, it has made possible 
the redevelopment of entire communities 
within our cities into areas consistent 
with present-day thinking about the 
planning and integration of residential 
and business structures. 

Such planning and integration has 
done much to develop the suburban 
areas around our larger cities into at- 
tractive, balanced, self-contained com- 
munities. However, partly because of 
the legal uncertainty which existed prior 
to this decision, the need of the in- 
veterate city dweller for similar develop- 
ments has gone almost unheeded. The 
Berman case puts an end to that un- 
certainty and so clears another obstacle 
from the path of “comprehensive and 
co-ordinated planning.” 

It is important to note that the de- 
cision was based partly on esthetic con- 
siderations which up to now the courts 
have generally refused to recognize. The 
Court considered the validity of intan- 


gible factors in the following language: 


“Miserable and disreputable housing condi- 
tions may do more than spread disease and 
crime and immorality. They may also suf- 
focate the spirit by reducing the people who 
live there to the status of cattle. * * * The 
concept of the public welfare is broad and 
inclusive. * * * The values it represents are 
spiritual as well as physical, aesthetic as well 
as monetary.” 


The importance of the above language 
lies in the Court’s recognition of esthetic 
considerations as an integral part of the 
“public welfare.” Traditionally, the 
courts would not allow esthetic reasons 
to be the sole basis for zoning regula- 
tions, let alone condemnation of prop- 
erty. As a_ result, communities that 
wished to preserve their appearance or 
attractiveness had to invent other criteria 
to achieve their purposes. Zoning reg- 
ulations were therefor phrased in terms 
of restrictions on “maximum height,” 
or “minimum area,” or “number of in- 
habitants.” Although their purpose was 
really esthetic, the courts held them 
valid on the ground that they were 


necessary for the public safety to mini- 


mize fire hazards. However, such zon- 
ing regulations were usually held in- 
valid whenever the esthetic purposes did 
not appear to be auxiliary to some long- 
recognized standard of public health, 
safety, or morals. 

Even before the Berman case, how- 
ever, a few bold courts recognized the 
importance of esthetic considerations. 
A Texas Court of Civil Appeals found 
that esthetic standards may properly be 
used in zoning because they “tend to 
conserve the value of property.” The 
New York Court of Appeals has stated 
that esthetic considerations are “not 
wholly without weight.” But even in 
such instances, the courts betrayed a 
reluctance toward giving full legal 
status to esthetic values and usually 
phrased decisions in terms of property 
values instead of human values. 

Why has it taken the courts so long 
to arrive at the language in the Berman 
case? Because the judicial branch is 
in a very real sense the guardian of 
individual freedom, including the free- 
dom of individual taste and esthetic 
judgment. There is a danger that legis- 
latively inspired esthetics might be re- 
duced to the lowest common denomi- 
nator, as well as stifle creative architec- 
ture and personal taste. Although that 
danger is always present, it is not a 
suficient reason to deny esthetics its 
legitimate place. The language in the 
Berman case gives such a place to es- 
thetic considerations. 

Although the Berman case does not 
hold that esthetic considerations can 
be the sole basis of zoning regulations 
or redevelopment statues, it is a sig- 
nificant step in that direction. Inherent 
in the Supreme Court’s language is an 
appreciation of the role the architect 
must play in planning for the public 
welfare. The ultimate impact of the 
Berman case can not now be measured. 
Nevertheless, esthetic values in commer- 
cial and residential housing can be ex- 
pected to play a greater role in future 
legislation. Finally, when such legisla- 
tion is enacted, the Berman case may 
come to be reflected in an increased 
public demand for attractive communi- 
ties in which to live and work. 

Again I wish to point out that in all 
of this the architect is the professional— 
the expert best qualified for leadership 
in this field. This leadership he must 
assume or the profession, as a _ pro- 


fession, fails. 





William Hurd Hillyer 


Banking and architecture show increas- 
ing comity of interest. A recent example 
is the granting of an Award of Merit in 
the AIA Seventh Annual National Honor 
Awards program, to the Bank of Apple 
Valley, California.* Here the design, 
blending into the landscape, is strik- 
ingly conformable with the spread-out- 
into-country tendencies displayed nowa- 
days by business and population. 

Not long ago, banks as well as retail 
and residential structures stuck to the 
semblance of compacted cuboid units, no 
matter how open the surrounding area. 
Of late, as all the world knows, sweep- 
ing horizontals are in the ascendant 
wherever available land permits. 

This design drift has more than es- 
thetic or even functional implications. It 
connotes, among other things, a decen- 
tralization that has behind it the well- 
nigh explosive force of private and pub- 
lic credit. For the first time in history 
no stigma attaches to the mortgage. The 
millions who dwell under it enjoy un- 
crowded comfort and deem it a pro- 
tective shade rather than a minatory 
shadow. In 
other publicly financed institutions be- 


like manner, schools and 
gin fingering forth for ample space be- 
they the table. 
Therefore it has come about that design 


fore reach drafting 
itself is increasingly within the reciprocal 


More land 
prevailing needs and 


influence of finance. is re- 


quired to meet 
preferences; the land, in turn, requiring 
more dollars as values rise accordingly. 
The architect is thus concerned not onl, 
with a proper balance of structure and 
land area, but also with money pattern 
and at what cost. 
. 


Interest rates are on the upcurve at this 
writing. The movement, heralded as slow 
but sure in $ peTatts for May, has since 
gained impetus following a slight de- 
cline during that month. Two factors 
have been chiefly responsible: a mount- 
ing demand for funds and the Federal 
Reserve Board’s quiet shift from “active 
ease” to “ease,” followed more recently 
by a hands-off attitude. In other words 
the Board, no longer loosening the money 
supply to encourage business, has slid 
into neutral, preparatory to taking re- 
strictive measures if, in its judgment, 
“boom” conditions are getting out of 
hand. 


* Cited were McFarland, Bonsall & Thomas of Los 
Angeles, Architects; William T. Wheeler, Los Ange- 
les, Structural Engineer; Bennington & Smith, Apple 
Valley, General Contractors. 


This technique strives by turns to 
“avoid deflation” and to “restrain infla- 
tionary developments.” It has the prac- 
tical effect of making plentiful money 
cheaper and scarce money more expan- 
sive. Consequently, we may look for a 
rather sharp upturn in interest rates 
when the almost inevitable restrictive 
measures are applied. Based on past 
actions of the Board, such expectation 
points to late fall of this year, unless 
borrowings and quasi-speculative activi- 
The latter have shown no 
diminution in the market for “equities” 
including stocks, as reflected by bank 
loans to brokers and others for “carry- 


ties decline. 


ing securities.” 

However, the effect of rising interest 
rates on building activity is not imme- 
diate. Particularly noticeable is the lag 
between short-time rate rises—such as 
those in commercial paper—and interest 
yields on long-term municipal and mort- 
gage obligations. Concretely, the impact 
of Reserve restrictions, when applied, 
will not be felt in building fields until 
it can be cushioned by normally sea- 
sonal slackening of construction activity. 

Meanwhile ample mortgage funds are 
available in most areas, according to 
Federal Reserve Board survey, despite a 
doubling of VA loan applications since 
54, coupled with a 40% increase in 


FHA 


houses, a growing stricture of terms to 


requests on  one-to-four-family 
borrowers, and a hold-up of all “specu- 
lative” commitments. Nevertheless, the 
housing-start up-trend shows symptoms 
of slackening and for the year will likely 
keep within the 1,400,000 total hereto- 
fore estimated. 

Municipal bond money is still accessi- 
ble, while huge new issues in both archi- 
tectural and nonarchitectural sectors are 
readily absorbed. The “Bond Buyer's” 
yield averages entered the summer un- 
changed at 2.37 and 2.22%, 


bonds preferred by purchasers. 


with school 
At the 
same time, “inflation is currently not a 
problem,” says the securities analysis ex- 
ecutive of a Chicago trust company long 
and closely identified with municipal 
bond financing. From the same source 
comes confidence that “1955 will attain 
a new all-time peak.” 
. 
A roster of current facts and figures 
tends to confirm this opinion, despite 
signs of overdue slowdown: 
High homebuilding activity will con- 
tinue, at least into the near future, Fed- 
eral Reserve Board expects, with more 





$ details 


new dwellings on the market than at any 
similar period; 

Industrial production will average 8% 
above 1954 level for current year, paced 
by “gross national product” of some $375 
billions surpassing previous twelvemonth 
by about 4.5%, traditionally cautious 
bankers believe; 

Small decline in government spending 
is more than offset by year’s foreseeable 
18% rise in business investment; 

Business activity continues to increase, 
Commerce Department noting 
advance in retail sales, seasonal employ- 
ment rise, sustained demand for con- 
sumer goods and industrial. equipment, 
general desire for “bigger and better” 


reports, 


dwellings; 

Steel production should remain excel- 
lent, barring unscheduled developments, 
qualified executives believe; 

Factory orders are touching top rec- 
ord, being more than $5 billions ahead 
of ’54 at last reporting; 

Annual average requirement for edu- 
cational and institutional buildings dur- 
ing 1955-64 period will be $6.75 billions, 
or more than double the °54 total, De- 
partment of Commerce estimates; 

At least $4.74-billions outlay in school, 
hospital and related building fields is 
planned, programmed, or ready-to-go, 
Government sources reveal, though only 
$1.5 billion of the projects Have reached 
or passed the drawing-board stage; 

Banks are buying mortgages and mu- 
nicipals faster than they are lending to 
business, the combined increase in such 
being around 15% for 
compared with some 


investments 
twelvemonth as 
214% loan rise; 

Business failures are fewer than at 
comparable periods, and so are consumer 
credit delinquencies ; 

New orders and shipments of machine 
tools continue to report, 
though still far below the 1952-53 peaks; 

Bank activity is climbing, but not so 
rapidly as earlier in the year; 

Savings of public reach new high of 
$222 billions, a 6.8% 


1953, Home Loan Board computes. 


rise by last 


increase since 


Such brave marshalling of facts is in- 
deed a temptation to that overoptimism 
decried in our April column. Resisting 
the urge, architects may sanely look for- 
ward to sustained demand for sound 
construction during the remainder of the 
year, though at a somewhat slower pace 
until money costs and stock market con- 


ditions become more nearly stabilized. 
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A relatively new adaptation of the motel 
concept is the in-city accommodation that 
offers all the convenience and service of 
the better motels, plus proximity to the 
big city’s interests and diversions. In fact, 
the Motel de Ville, shown here—less than 
20 blocks from the central business dis- 
trict of New Orleans—is one of the first of 
its kind actually to be built. Located on 
the most heavily traveled artery into the 
city, it has enjoyed almost 100 percent oc- 
cupancy since its doors were opened. In 
addition to the parking and guest-room 
facilities, it offers 24-hour room service; 
a swimming pool; television and radio; 
sitters; restaurant; and 


trained baby 


cocktail lounge. The building is com- 
pletely air conditioned. 

Basically, as the architect states it, the 
problem was “to build the greatest pos- 
sible number of rental units for the least 


cost on a small site within the heart of 
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a city restricted by an archaic building 
And the land to build on was 
“spongy, alluvial soil, composed largely 


code.” 


of decayed vegetation.” 

The solution is a logical answer to 
these given conditions. The motel, or- 
ganized around open courtyards, is sup- 
ported on untreated pine pilings capped 
below the watertable by lightweight steel 
tubes filled with concrete. To implement 
the desired scheme of having cars parked 
beneath the rental units, the pilings were 
extended as concrete columns to the sec- 
the floor 


formed slab-and-beam construction. This 


ond-floor level, where is of 
raised slab also provides the required 
three-hour fire separation between the car- 
parking level and rental units above. 
On this raised slab, in effect, five sepa- 
(limited to 


stories to meet other code requirements) 


rate frame structures two 


were constructed, and these are connected 


by incombustible catwalks that serve not 
only as corridor extensions but also as 
fire breaks between the frame bujldings. 
Both stairs and push-button elevators join 
the three levels. 

The redwood screens that border large 
areas of the exterior corridors and form 
so striking an element of the design also 
act as sound and light buffers, reduce the 
air-conditioning load, and serve as struc- 
tural supports for the framed, cantilev- 
ered verandas. 

Both owner and General Contractor of 
the job was the Shelby Construction Com- 
Paul 


Landscape Architect was R. F. Schneider, 


pany, Inc., Kapelow, President. 
Jr.; Interior Decorator, Henry End; Mo- 
saic Muralist, Jean Seidenburg; Struc- 
tural Engineers, Linfield & Kelly; Elec- 
Carlton Guillot, Jr.; 


Mechanical Engineer, Richard Y. Cheat- 


trical Engineer, E. 


ham; Electronics Engineer, Macy Teetor. 








location 


architect-planner 


associates 


New Orleans, Louisiana 


Charles R. Colbert 


“Mark P. Lowrey, S. C. Moschellle 
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Ends of the units and most of the side corridors 
are partially enclosed by spaced, vertical, redwood 
boarding (above). 

Beneath the reinforced-concrete “tables” at either 
side of the courtyards are the convenient, out-of-sight 
parking docks (below) arranged in sawtooth bays. 
Guests may register from their cars, and proceed to 


their rooms by the covered stairs or the elevators. 


Photos (except as noted): Frank Lotz Miller 
Photos (this page): Roy T:ahan 


























































































































Exterior walls of the five 2-story frame structures that 
rest on the raised concrete slab are of 4%" cane-fiber 


insulating board, surfaced with %" plywood. Balcony, 


stair, and catwalk railings are of pipe. 
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4n outdoor lounging deck (above) adjoins the 
second-floor cocktail lounge (right and below), 
which has an acoustical ceiling and wall-to-wall 
carpeting. The deck and lounge may be reached 
directly from the street by means of outside stair- 


ways (see SELECTED DETAILS). 








At four locations on each floor, two typical rental units 
(unit plan below) are joined to form a luxury unit (above). 
The sawtooth plan of the exterior wall of the restaurant 


(right) echoes the plan of the bordering parking docks. 


At the west end of the central courtyard is the motel’s 


swimming pool (belew) for the guests. 
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architects 


The new Sheraton planned for the Penn 
Center development in the heart of down- 
town Philadelphia will contain 900 bed- 
rooms, The plans shown here are admit- 
tedly still somewhat schematic and 
subject to revision as working drawings 
progress, but they do indicate the basic 
ideas and relationships. The typical 
guest-room floor plan is essentially as it 
will be. 

A major conditioning factor in develop- 
ing the design was the existing, unortho- 
dox column spacing. During construction 
of the near-by Pennsylvania Railroad 
Building and concourse below, this spac- 


. 


location eee Pennsylvania 


Perry, Shaw, Hepburn & Dean 


ing was established, with the base of the 
columns starting at the railroad track 
level beneath the concourse, rising 
through the concourse, and being capped 
at street level. Size and placement of the 
railroad tracks determined the column 
spacing. Not only did the plan have to be 
worked out within this condition, but be- 
cause of the existing tracks and con- 
course, there could be little basement 
space for housing mechanical equipment. 
Space for this purpose was allocated on 
the fourth floor of the hotel—along with 
various service and storage areas—and 
this unusual situation is clearly expressed 








in the fagade design. This level also 
separates the three lower floors of public 
rooms from the 17 guest-room floors 


above. 


plan) consists of luxury suites with bal- 


The 21st floor (see composite 


conies, including a Presidential Suite. 
Car parking will be handled in a new 
800-car garage to be built across the 
street, but directly accessible from. the 
Other con- 
Sub- 


urban Station and the new Transporta- 


hotel at the concourse level. 


course corridors will lead to the 
tion Center designed by Vincent G. Kling. 
Various concession areas—a rathskeller, 


pastry shop, barber shop, etc.—will open 


Be: 


ets 


= —— —— — 














into these underground passages. 
Bedroom floors will be 3-in. concrete 
on steel mesh, on bar joists, while the 
roof slab and floor slabs for the first 
through the fifth floors will be reinforced 
concrete. Exterior materials will include 
granite (under show windows and at base 
of exterior columns); limestone (where 
called for in drawings); and spandrels 
and panels, louvers ard column coverings 
of porcelain enamel. Floor surfaces will 
include marble, terrazzo, quarry tile, and 
asphalt tile. Aluminum sash will be of 
the type that permits window washing 


from inside. 
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In the case of this five-unit group, the 


architect, owner, and builder are one. 
The objective, to use Maston’s words, was 
“the creation of an income-producing in- 
vestment with a minimum of capital.” 
Initially, lending agencies took a dim 
view of the steep, hillside site; but the 
choice was more than justified when all 
leased before comple- 


apartments were 


tion of construction—and at rentals sub- 
stantially higher than the average pre- 
vailing in the area. “This popularity,” 
in the architect’s opinion, “was due in 
great measure to the private gardens in- 


tegrally incorporated in each apartment.” 
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apartments 


With the exception of the second-floor 
unit at the rear—included to justify the 
land cost economically—the apartments 
were designed as individual, repetitive, 
walled enclosures with roofed indoor liv- 
ing spaces. The framing system is quite 
orthodox, but much attention was given to 
simplifying the over-all structural shape 
and the detailing. 

Considerable variation is possible in 
the use of the living spaces, as the main 
dividers are storage elements, and each 
tenant can place these as he sees fit. 
Maston reports that at first he was con- 
cerned about the unorthodox use of the 


location | Los Angeles, California 





architect | Carl Louis Maston 


garden-wall door as the locked “front 
door,” with the sliding glass door at the 
But 
“the tenants take this entry system for 


entrance to the enclosed portion. 


granted and they enjoy this extra buffer.” 

Exterior surfacing is 1” x 6” redwood, 
while gypsum board is used on interior 
walls, a material that also forms the fin- 
ished ceilings. Glass-fiber blankets be- 
tween staggered wall studs provide acous- 
tical insulation between the apartments; 
and thermal insulation is handled by 
glass-fiber bolts installed between the roof 
joists. Electric unit heaters are provided 


in each of the rooms. 
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Opening of the door in the garden wall, released 
hy a buzzer system from within, allows a view 
cross the garden and into the sheltered portion. 
The tall garden fence and trees to the west screen 


unwanted late-afternoon sun. Photos: Julius Shulman 











The photo above, taken in another apartment, shows 
the totally different effect obtained by an alternate 
arrangement of the storage units; folding panel at 
left leads to sleeping area; kitchen screened by 
double cupboard at right. 


This subtle design received an Award Citation in 
this year’s P/A Awards Program (page 80, January 
1955 P/A). Looking across the living area (below), 
the integration of indoors and out is apparent, Among 
the factors that produce this extraordinary result 
are floor-to-ceiling fixed and sliding sash; garden 
fence continued at height of room wall beneath 
clerestory; continuing planes of floor and paving; 


roof overhang located at ceiling level. 


August 1955 91 








To conform to the established neighbor- 
hood pattern, it was originally intended 
to distribute the required apartments in 
two- and three-story buildings. However, 
land acquisition problems reduced the 
original area, making high-rise buildings, 
(permitted by local ordinance) neces- 
sary. The resulting eight-story structures 
developed by the Stamford Housing Au- 
thority in co-operation with the Public 
Housing Administration of the U.S. Hous- 
ing and Home Finance Agency, set an 
architectural standard that may well in- 
fluence future design and construction of 
much public as well as private housing. 

The 


these buildings offer unique advantages: 


open-air galleries featured by 
cross-ventilation for all apartments, semi- 
private balconies, and the elimination of 
dark and ill-ventilated interior hallways. 


Southfield Village North marks one of the 
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public housing 


first applications of this theory in the 
northern U.S. And, the architect states, 
after one year of occupancy “the basic 
design of the galleries has proved ex- 
tremely satisfactory from a _ physical 
standpoint.” A similar development, de- 


signed by Ballard, for moderate income 


families, is under construction near by. ’ 


The open-air galleries employed on the 
upper six stories of these eight-story ele- 
vator units give access to 24 one-bedroom 
apartments, 144 two-bedroom apartments, 
and 24 three-bedroom apartments. To 
provide large families with direct access 
to the ground without adding to the ele- 
vator load, the first and second floors are 
devoted to 64 three-bedroom duplex 
apartments. (Still larger families, requir- 
ing four bedrooms, are housed in sepa- 
rate two-story buildings on the site.) 
Basements of elevator buildings contain 





laundry facilities, drying racks, perambu- 
lator and wheeltoy storage. 

Structural frames and floor slabs are 
of reinforced concrete. Exterior cavity 
walls have outside face of common brick 
and interior withes of light-weight aggre- 
gate blocks, exposed to match interior 
partitions of the same material. 

All buildings receive steam heat from 
a central plant employing two oil-fired, 
low-pressure boilers. A continuous flow, 
up-feed system and motorized control for 
vacuum return regulate steam distribu- 
tion to the eight-story buildings. 

The Structural Engineers for the proj- 


ect were Fraioli-Blum-Yesselman; Me- 


\chanical Engineers, Muzzillo & Tizian; 


Site Engineer, Ralph Eberlin; Landscape 
Architect, Marianne MacMaster; General 
Contractors, Frouge Construction Co., 


Inc., and C. E. Youngdahl & Co., Inc. 





location } Stamford, Connecticut 





architect | William F. R. Ballard 










































































From south-facing galleries of three of the four ele 
vator buildings (above), families have distant view o/ 
Empire State Building across Long Island Sound. The 
fourth unit has open galleries on the opposite side 
affording an unobstructed view north, with living 
rooms and bedrooms oriented south. A playground 
originally on the site of the new buildings has been 
relocated to the southern end of the property, and 
enlarged to serve the earlier Southfield Village as 
well as the new Southfield Village North. 
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Lik Lee: 


Pleasant touches of color and thoughtful architectural 
details lend these buildings a human quality often 
lacking in low-rental projects. Brick grill (photos 
above) closes off elevator lobbies on upper six levels. 
Similar pierced wall (acrosspage top) forms fire- 
stair enclosure at ends of buildings. Undersides of 
the fire stairs have been painted clear blue, entrance 
doors yellow or green, to complement the pink brick. 
Galleries widen before each pair of apartments 
(sketch acrosspage) to provide space for play pens, 
baby carriages, and sitting area, Kitchens (with spe- 
cial windows overlooking the balcony play area), 
bathrooms, and storage closets face the gallery. For 
greater privacy, bedrooms and living rooms are on 
the opposite side. Gallery railings, with wire-mesh 
panels, are 5-feet high and designed to rule out all 
possible footholds for climbing children. 

Photos (except top): Cottscho-Schleisner 
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materials & methods 


construction 
Foundation: reinforced-concrete pier: rein 
forcing steel -- Bethlehem Steel Company. 
Frame, walls, floors, roof: reinforced-concrete 
ement—Lehigh Portland Cement Company. 
Wall surfacing: exterior: brick—Jove Brick 
Works; interior, rest rooms, toilets: lightweight 
aggregate block—Plasticrete Corporation. Floor 
surfacing: asphalt tile—Armstrong Cork Com- 
pany; vinyl-plastic sheet flooring—Sloane-Dele 
ware Floor Products. Roof surfacing: built-up 
roofing—Koppers Company, Inc.; shingles 
Bird & Son, Inc. Waterproofing & damp-proof- 
Toch Brothers, Inc. Insulation: 
»-fiber roof insulation—The Celotex 
rockwool blankets—National Gyp 
ny; Jiass-tiber roc f nsulation- 
ng Fiberglas Corporation. Roof 
drainage: copper gutters and downspouts 
Revere Copper & Brass Inc.; cast-iron drains 
st Penn Foundry Company. Partitions: toilet 
Flush-Metal Partition Corporation. Windows: 
num and steel sash—Ceco Steel Products 
orporation ylass—Libbey-Owens-Ford Glass 
Company. Doors: interior: fir panel—Ge 
Pacit Plywood Company; elevator: vitreous 
enamel—Williamsburg Steel Products Company; 
entrance: solid-core flush (Duplex Apts.)— 
Ipik Plywood Company, hollow metal (Balcony 
Apts.}—World Steel Products Corporation. 
Hardware: locksets and door closers—Yale & 
Towne Manufacturing Company; panic exit 
main entrance—Von Duprin Division of Vonne- 
jut Hardware Company, balconies—Exit Lock 
Company. Paint & stain: exterior and interior 


) 


E. |. du Pont de Nemours & Company 


equipment 


Appliances: refrigerators—Frigidaire Divis 


s| Motor rporation; gas range 
Ir Elevators: yenere 
mpany. Lighting fixtures 
‘ and wall fixtures—Pa & 
Electric distribution: 
paneiboards, and multibr 
t Divisi« r t Federa 
Plumbing & sanitary: water 
svatories—American Radia 
tary Corporation; toilet 
Manufacturing C 
ister t 2Team 
es and medicine cabinets 
vision of The Ph lic ‘ arey 
npany; incinerator—Sargent 
ties Inc.; pneumatic water tanks 
rporation and Buffalo Tank 
Heating: type: two-pipe steen 
Pacific Steel Boiler Division of 
Radiator Corporation: fuel—oil; 
ritzer Radiant Coil Ir 


C. A. Dunham ( 
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The architect-owner of this small apart- 
ment house, who is a partner in the firm 
of Fisher & Jarvis, states his design intent 
as follows: “To design four 1-bedroom 
apartments, with not less than 600 sq ft 
in each apartment, and so planned as to 
maintain visual openness in the apart- 
ments and avoid the closed ‘cubby hole’ 
feeling.” How well he has done just this 
is apparent from a study of the plan and 
photographs, 


rhe 150-ft-deep lot, with the access 
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apartments 


To 


provide good orientation as well as pri- 


street on the west, is but 50 ft wide. 


vacy for the apartments, the building 
(and the four identical units) run the 
long way of the site. Access and services 
are kept to the north of the building, 
while private outdoor living spaces— 
patios, downstairs; balconies, upstairs— 
are on the south. The roof overhang and 
the balcony govern southern sunlight. 
Only the bathroom in each unit is com- 


pletely partitioned; elsewhere, roll-down 


location Dallas, Texas 


J. Herschel Fisher 


architect 








slat blinds open or partition the spaces 
as desired. 

The frame building has _ brick-veneer 
exterior walls, and plywood surfaces with- 
in. Wool batts and acoustical-panel ceil- 
ings control sound in the building, while 
aluminum sheets provide thermal insula- 
tion. Each apartment is heated by a cen- 
trally located, vented, wall-type, gas-fired 
furnace; and air conditioned with one-ton 
individual capacity units. General Con- 


tractor was Fred Johnstone. 





The south walls of the apartments consist of fixed- 
glass panels above and out-swinging ventilating sash 
in bottom panels. Bordering these are either sitting 
balconies or private patios (top photo). 

Apartment entrances and access lane leading back 
to parking space are on the north side (bottom). 


Photos: Hence Griffith 
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The living-dining-bedroom space is uninterrupted, 
though roll-down blinds provide partitioning as 
needed. 

{ storage wall partially separates the kitchen from 
the dining-living area (acrosspage, right of photo). 
The window walls may be wholly shielded by lower- 
ing wood-slat blinds 
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urban neighborhood redevelopment 


Detroit’s Citizens Redevelopment Com- 
mittee has taken concrete action to reha- 
bilitate its downtown district by assign- 
ing architects from three experienced of- 
fices (Leinweber, Yamasaki & Hellmuth, 
Oskar Stonorov, and Victor Gruen Asso- 
ciates) to prepare a comprehensive plan. 
The specific area, a 142-acre site near the 
Wayne University Medical School, will be 
a self-sustaining neighborhood unit with 
its own schools, playgrounds, parks, food 
markets, and service facilities. Despite 
the size of the Gratiot Neighborhood and 
its self-sufficiency, the architects state 
that “we feel that its development makes 
sense only if looked upon as an integral 
part of an over-all urban-renewal program 
for Detroit.” It is envisioned that about 


25 neighborhoods similar to Gratiot-Or- 


Progressive Architecture 


leans will eventually encircle the down- 
town business district. 

“The assignment calls for the creation 
of a new way of life, in tune with the 
age of the automobile, as well as the 
need for rest and quiet—a concept which 
must combine the advantages of living on 
the surburban lot with the desirability of 
being close to the center of a big city.” 
From the minutest details of individual 
apartment plans to the bold and distin- 
guished pattern of the total site plan, the 
architects have clearly expressed and exe- 
cuted this philosophy. A small portion 
of the over-all Gratiot plan—a residen- 
tial square—is presented on these pages 
as a sample of the sound and imaginative 
architectural solutions throughout. (See 
May 1955 P/A, page 12, for Master Plan 
and model of Gratiot development.) Of 


location 


Detroit, Michigan 


architects 


the ten different housing units developed 
as basic plan elements, two are illus- 
trated: the square tower plan and the 
six-family court units. 
In the square tower the basic plan has 
“By 
staggering the balconies and establishing 


been reversed on alternate floors. 


a ‘2-story’ scale in the 20-story building,” 
comment the architects, “a very pleasant 
effect is gained.” The structural system 
for the tower has been the subject of ex- 
tensive investigation. Under considera- 
tion is a new and economical method of 
construction, developed by the architects, 
combining steel columns with flat con- 
crete slabs. These will be poured starting 
with the top level and the forms, after 
each slab has set, will be successive! 
lowered from floor to floor, without dis- 
assembly, and reused. 


Minoru Yamasaki, Oskar Stonorov, and Victor Gruen 














The square tower is 20 stories and contains 80 two-bed 
room apartments. floor plans (above) are reversed on 
alternate floors to offset terraces. In the residential square 
(below and photo acrosspage }) as throughout the entire 
project, multistory units are surrounded by am ple green 
areas and facilities for recreation and parking. One side of 
the plaza is enclosed by a checkerboard pattern of six 


family court units M ' tos: Leas-Art Photo 
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neighborhood redevelopment 


Three sides of a central and common courtyard are 
formed by six two-story houses—the fourth side is 
enclosed by a carport. In addition to this common 
court and well-protected play yard, each four-bed- 
room duplex has its own private garden. “The pos- 
sibility of combining the typical elements of the 
court units in different arrangements,” the architects 
suggest, “provides a potential for variety within an 
orderly scale 
properly contrasting with the openness and rise of 
the multistory building.” 


environment and pleasant intimate 


Distinctly different from the typical ur- deference to the world’s auto-richest city, ings. Living-dining areas and kitchens 


ban housing project or the standard sub- 


urban tract so prevalent today, these 
two-story houses with their private gar- 
dens are intended to satisfy the demand 
for comfortable living within the city, 
combined with immediate access to out- 
door activities, and facilities requiring a 
Further, in 


minimum of maintenance. 
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the architects have provided 100% park- 
ing for all families, supplemented by 
(almost) 100% for visitors or second-car 
owners. Carports for the six-family court 
units are located toward the street and 
close off one side of a common court. The 
other three sides of this entrance court 
are bounded by typical two-story dwell- 


face onto the private gardens, which are 
enclosed by a solid fence for greater pri- 
vacy and a heightened visual impression 
of one large room. Thus, downtown will 
again offer comfortable and attractive liv- 
ing accommodations where middle-income 
families may live close to their work, and 


near civic and cultural facilities. 
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Detroit’s counterpart in South America 
may be found in Rio de Janeiro’s Pedre- 
gulho section, where the city is financing 
and constructing a neighborhood group 
for its municipal employes. Like Gratiot, 
the development is self-sustaining, with 
its own nursery schools, elementary school 
with gymnasium and swimming pool, mar- 
ket with central laundry, play areas, 
health center with a number of rooms for 
patients, and a club house (planned for 
the future). Again, the main object was 
to provide adequate and comfortable 
housing for persons working in the nearby 
center of the city, with the added advan- 
tage of independence from Rio’s erratic 
system of public transportation. 
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neighborhood group 


Architect Reidy, who is also Rio’s chief 


city architect, has taken full advantage 
of a steep and irregular site measuring 
12.8 acres. At the top of a 164-ft incline 
he has sited Block A, an apartment house 
which is now the dominant element of 
the development. A graceful curve fol- 
lowing the top contours of the site keeps 
the 826-ft-long structure from inhuman 
proportions. Slender columns touching 
the uneven ground reappear in the open 
third floor and again help to break up 
the large mass. Access to the apartments 
is gained from the rear of the structure 
across bridges connecting with the open 
third floor, whence tenants go either up- 
stairs or downstairs. Duplex apartments 


above this third floor, as well as the apart- 
ments on the first and second stories, 
have cross-ventilation due to the use of 
the open access gallery. Rectangular 
Blocks Bl and B2, consisting of duplex 
apartments, are grouped together, in 
strong contrast to the sinuous structure 
above. Block C is still in project form. 
Apartments are available at a nominal 
rental to families and single persons who 
have been carefully selected according to 
their economic and social status. 
Reinforced-concrete frame has been 
used throughout, in combination with 
brick, left exposed in parts. Striking color 
accents and the masterful landscape de- 


sign of Burle-Marx give unity to the whole. 








location Rio de Janeiro 





architect | Affonso Eduardo Reidy 


apartments 
elementary school 
gymnasium 
dressing rooms 
swimming pool 
playing field 
playground 
health center 
laundry 
market 
nursery 
kindergarten 
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Apartment-Block A (above), at the highest point of 
the site, is 826 ft long and contains 272 apartments. 
The third floor of this seven-story building is com- 
pletely open (section below) and serves as prome- 
nade and access gallery to upper and lower floors. 
Entrance to the building is across two pedestrian 
bridges (left) connecting promenade with upper 
roadway. All apartments have cross-ventilation due to 


use of exterior access corridors. Photos: Aertsens Michel 






































‘ a 


Apartment-Block B2 (right) showing health center 
in foreground and viewed again from one of the 
interior gardens of the health center .(above). Rear 
facade of Block Bl (below) illustrates use of open 


galleries giving access to duplex apartments. 
Photos: Marce! Gautherot 
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Looking past the pivoted glass doors of the market 
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he Ae rf (acrosspage), one sees the health center and Apart 


Zr. ¥ ment-Block B2. End wall of gymnasium (above) is 


Anant, as A 
ttt 
ay 
[7 
| 


NAO faced with colorful glazed tiles after a design by 
—cemes / BPP Candido Portinari. Classrooms, gymnasium, dressing 


| \ | rooms—all parts oj the elementary school—are inter- 
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re — 


























August 1955 109 





MATERIALS AND METHODS ARTICLES: AUGUST 


CONSTRUCTION: METHODS 


aluminum 

Aluminum Curtain-Wall Construction. R. F. 
Seery, Oct. °53. 

Office and Warehouse: Birmingham, Mich. Oct. 
53. 

Thule Air Force Base. Dec. °53. 


Total Reconditioning: 430 Park Avenue, New 
York. May ’54. 


concrete 
Para-Park Parking System. Aug. °53. 


Center-Core Cantilever Construction. Henry 
H. Werner, Nov. °53. 


Stereo-Structures. Felix Candela, June °54. 
City Hall: Philadelphia. June ’54. 


Yale Art Gallery and Design Center: New 
Haven, Conn, June °54. 

Night Club: Havana, Cuba. June '54. 

Factory: Heidenheim o/ Brenz, Germany. 
June °54, 

House: Hobe Sound, Fla. June 54. 

Auditorium: Cambridge, Mass. June °54. 

Six-Story Lift-Slab Building. J. Hoogstraten 
and S. J. Borgford, July 54. 

The Architect’s Place on the Bridge Design 
Team. Roland A. Wank and Fred N. Sev- 
crud, Sept. °54. 

Three-Story Prestressed Lift-Slab Building. 
Fred E. Koebel, Nov. 54. 


Apartment House: Hamburg, Germany. Mar. 
"55. 

Exhibition Hall: Karlsruhe, Germany. Mar. 
55. 

Limit Design. Mario G. Salvadori, Apr. °55. 

Iglesia de la Virgen Milagrosa: Mexico, D. F. 
July ‘55. 


Rio’s Warehouse: Mexico, D, F. July °55. 


steel 
Para-Park Parking System. Aug. °53. 
TV Antenna Towers. Sept. ’53. 


Type 430 Stainless Steel for Building Panels. 
R. M. Stodgell, Oct. °53. 


Two-Way Steel Framing. Henry H. Werner, 
Apr. °54. 

Elementary School: Harlingen, Tex. June °54. 

Hangar: Idlewild Airport, New York. June °54. 

Convention Hall: Chicago. June °54. 


Convention and Exhibition Hall: 
Christi, Tex. June ’54, 

The Architect’s Place on the Bridge Design 
Team. Roland A, Wank and Fred N. Severud, 
Sept. "54. 

Trends in Lightweight-Metal Framing. Oct. 
"54, 

Two Unistrut Houses. Oct. ’54. 

Limit Design. Mario G. Salvadori, Apr. °55. 

Socony-Vacuum Building: New York. May ’55. 

Dome: Charlotte, N. C. June °55. 


wood 

House: Glen Gardner, N. J. Feb. °54. 

House: New Rochelle, N. Y. Feb. °54. 
Elementary School: Harlingen, Tex. June °54. 
Hangar: Westchester County, N. Y. June °54. 


Corpus 


classified index 


Restaurant: Woods Hole, Mass. June °54. 
Field House: Montana State University, Mis- 
soula, June °54. 


others 

Foundation Engineering. Ralph B. Peck, Walter 
E. Hanson, Thomas H. Thornburn, Dec. °53. 

Thule Air Force Base. Dec. °53. 

Engineering Survey: 1954. Jan. 54. 

Engineering Survey: 1955. Jan. °55. 

Reflective Radiant Conditioning: Structural 
Significance. C. A. Mills and E. H. Morgan, 
Feb. °55. 

Prestressing for Ceiling Crack Prevention. 
Apr. °55. 

o 


CONSTRUCTION: MATERIALS 


aluminum 
Aluminum Dome: Charlotte, N. C. July °55. 


concrete 

Prestressed Concrete by Beam Winding. Mar. 
54. 

Precast Rigid-Steel Bents. Apr. '54. 


insulation 

TV Station Acoustics. Sept. °53. 

Thule Air Force Base. Dec. °53. 

New Directions in Thermal Insulation, Conden- 
sation in Residences; Part IV, Mar. °54; 
Part V, Apr. °54; Part VI, July °54; Part 
VII, Aug. °54. Groff Conklin. 

Acoustical Design: School of Music, Montana 
State University, Missoula, Apr. °54. 

Auditorium: Cambridge, Mass. June °54. 

Sound Control in Residences. Groff Conklin, 
Dec. °54. 

Sound-Reducing Doors. M. Rettinger, Apr. °55. 


steel 

Tapered-Steel Girders on 6” Columns. Apr. ’54. 

Connecticut University Field House: Structure. 
Aug. °54. 

Junior-Channel Rigid Bents. Aug. °54. 

New Developments in Architectural Porcelain 
Enamel. Robert A. Weaver, Jr., Oct. °54. 
Porcelain Enamel in Contemporary Architec- 

ture. Carl Koch, Oct. °54. 
Research Village. Coddington-Simms House: 
Barrington, Ill. May °55. 


wood 

Dimensional Stabilization of Cellulcse-Fiber 
Materials, Nov. 53. 

Research Village. 
Barrington, Ill. May °55. 


others 

Streamlined Specifications: Waterproofing. Ben 
John Small, Aug. ’53. 

Alteration: Barbizon Plaza, New York. May 
"54. 

Alteration: Waldorf Astoria, New York. May 
54. 

Style and Materials. Sibyl Moholy-Nagy, Oct. 
4. 

Brass Locks: Installation, Operation, and Speci- 
fication. June "55. 


Lethbridge-Luria House: 


1953—AUGUST 1955 


ENVIRONMENTAL CONTROL: METHODS 


heating and air conditioning 

MIT Laboratory: Mechanical Engineering. J. 
E. York, Oct, 53. 

Heating Design for Future Cooling. Robert H. 
Emerick, Nov. °53. 

Planning for Future Residential Air Condition- 
ing. William J. McGuinness, Feb. °54. 

Swimming-Pool Heating. Henry E. Voegeli, 
Mar. °54. 

Central Heating with High-Temperature Hot 
Water. William T. O’Reilly, Mar. °54. 

Yale Art Gallery and Design Center: New 
Haven, Conn. May °54. 

Total Reconditioning: 430 Park Avenue, New 
York. May °54. 

Air Conditioning: Savannah Memorial Hospi- 
tal. K. R. Goddard, July °54. 

Air Conditioning: Two Department Stores. Wil- 
liam J. McGuinness, Dec. °54. 

Solar Orientation: Application of Local Wind 
Factors. Imanuel S. Wiener, Feb. °55. 

Reflective Radiant Conditioning: Structural 
Significance. C. A. Mills and E. H. Morgan, 
Feb. °55. 

Principles of Solar House Design. 
Whillier, May °55. 

Solar-Window Overhang: Summer and Winter 
Effectiveness. F. W. Hutchinson and M. O. 
Cotter, June ’55. 


Austin 


The Heat Pump in Air Conditioning. James 
K. Campbell, July °55. 


lighting 

Lighting of Shops and Stores. R. T. Dorsey, 
Aug. °53. 

TV Station Lighting. Sept. °53. 

High-Frequency Fluorescent Lighting. J. H. 
Campbell and J. L. Tugman, Nov. °54. 


Luminous Ceilings—A Tool for Everyman. 
Domina Eberle Spencer, Dec. °54. 


Glare Control for Schools. Doyt Early, Mar. °55. 

Solar-Window Overhang: Summer and Winter 
Effectiveness. F. W. Hutchinson and M. O. 
Cotter, June °55. 

Shade Dial. June °55. 

High-Frequency Fluorescent: Union College 


Field House. Aug. °55. 
7 


ENVIRONMENTAL CONTROL: EQUIPMENT 

TV Station Equipment. Sept. °53. 

Alteration: Waldorf Astoria, New York. May 
54. 

Air Conditioning: Savannah Memorial Hospi- 
tal. K. R. Goddard, July °54. 

Architectural Safety for Hospitals. Don Graf, 
Aug. °54. 

Electrical Distribution for Automation. Feb. 
"6. 

The Heat Pump in Air Conditioning. James K. 
Campbell, July °55. 

Fire-Alarm Systems, Part I. Lee Chandler, Aug. 
*55. 

Hi-Fi: Architectural Considerations, Groff Con- 
klin, Aug. °55. 





Reinhold Publishing Corporation’s 


ANNUAL P/A DESIGN AWARDS PROGRAM 
for projects not yet built 


PROGRESSIVE ARCHITECTURE announces its third annual Design Awards 
Program, with AWARDS and CITATIONS to go to architects and their clients 
for PROJECTS NOW IN THE DESIGN STAGE to be built in 1956 in the United 
States. P/A believes that many fine design ideas need recognition dur- 
ing the period of design development rather than after completion of the 
building. The Editors believe that this will encourage not only design- 
ers and owners of buildings so honored, but also others working on simi- 
lar commissions. 


AWARDS will be given by a distinguished Jury to best projects in ten cate- 
gories — COMMERCE, EDUCATION, HEALTH, INDUSTRY, PUBLIC USE, RECREA- 
TION, RELIGION, RESIDENTIAL DESIGN, TOWN PLANNING AND REDEVELOPMENT, 
and INTERIOR DESIGN. Awards will be on the bases of site use, choice of 
structural system and materials, solution of client’s program, and over- 
all design excellence. The Jury will assign projects to the various cate- 
gories, and reserves the right to withhold an AWARD in any category, as 
well as to honor additional projects in any category by CITATIONS. 


FIRST DESIGN AWARD will be made to the one best project submitted. 


JURY will be composed of Robert E. Alexander, Alfred L. Aydelott, 
Pietro Belluschi, William Lescaze, and Paul Weidlinger. 





August 1955 111 





(PROGRAM continued) 





JUDGMENT will take place in New York during September, 1955. Win- 
ners of AWARDS and CITATIONS will be notified (conidentially) immedi- 
ately after the judgment. 


ANNOUNCEMENT of winners of AWARDS and CITATIONS will be made at an 
Awards Dinner to be given in the home town of the recipient of the 
First Design Award, unless impracticable. Winning projects will be 
presented in JANUARY 1956 P/A. In addition, as in the past two years, 
arrangements will be made by REINHOLD PUBLISHING CORPORATION to have 
the winning projects published in other magazines and newspapers, in- 


cluding particularly the media in the home towns of all the AWARD and 
CITATION winners. 


SEPTEMBER 2, 1955 IS THE DEADLINE FOR MAILING. No application blanks 
are necessary. Simply send, for each project you submit, basic plans, 
pertinent sections, a site plan, 8” x 10” unmounted photographs or simply 
photostats of your renderings or models (no original renderings, models, 
or exhibit panels, please!), client’s name, location of the proposed build- 
ing, and a brief explanation of your solution. Address, on or before 
SEPTEMBER 2, 1955, to: 
Awards Editor, PROGRESSIVE ARCHITECTURE 
430 Park Avenue, New York 22, N. Y. 


We will carefully guard and return all material (photographs, etc.). 
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Hi-Fi: architectural considerations 
by Howard Sterling* and Groff Conklin** 


The rapid growth in popularity of re- 
corded and broadcast music in the home 
has brought into being a number of new 
technical problems for the architect. This 
is particularly true of planning homes for 
clients who desire a music area for the 
installation of what is known as “high- 
fidelity” 


ment. 


receiving and recording equip- 


The average listener may continue to 
be satisfied with standard music-repro- 
ducing systems—mass-produced — units 
with record player, radio tuner, amplifier 
and controls, loudspeaker, and sometimes 
one 


a television receiver as well, all in 


cabinet. He may be satisfied—but only 
because he does not understand or ap- 
preciate the values 6f accurate and un- 
distorted musical reproduction. 

The over-all problem of high fidelity is 
First, the 


architect can help the client obtain good 


divided into two major parts. 


results by assisting in the selection, loca- 
tion, and, in some instances, the design of 
equipment. Second, he can plan the 
music room and specify its surface treat- 
ments for optimum music reproduction. 

The problem of component selection is 
not exactly simple, but it has been made 
to seem much more difficult by the con- 


troversial and often inflated claims of 
manufacturers of various types of equip- 
ment. The problem of room acoustics is 
better understood and less complicated 
by competing claims, but even here some 
misconceptions still arise as a result of 
the erroneous application of industrial, 
commercial, and professional acoustical 
practices to the very special situation that 
exists with home music reproduction. For 
example, the carefully-worked-out acous- 


tical techniques used in broadcasting 
studios are not applicable to home music 
rooms. The purposes of the two are en- 
tirely different. 


make 


A sound studio does not 


music sound well (within the 


studio, that is); it makes it transmit well 
through microphones so that it will de- 
liver full fidelity in the home receiver. 
Room acoustics in the home, on the other 
hand, are intended to make full fidelity 
possible by controlling the movement of 
sound waves as they reflect from room 
surfaces. But before discussing the prob- 
lems of acoustics further, it might ke 


* Electronics Engineer and President 
Inc., New York, N. Y. 
* Free-lance writer who 


to P/A. 


Waveforms, 


has frequently contributed 


best to answer the basic question: “What 


is high fidelity in music reproduction?” 
definition 


“Hi-fi” can be 


organization of 


most easily defined as an 
electronic, mechanical, 
and acoustical components so designed 
that it will provide the most clear and 
full-valued reproduction possible, of all 
sounds. These sounds range from the 
longest wave lengths (low tones) of 16 
to 30 cycles per second (c) to the shortest 
wave lengths (high tones) of 15,000 or 
even 18,000 c. 


ago, even the best amplifiers and loud- 


Until relatively few years 


speakers and records as well were Cca- 
pable of reproducing sound with accuracy 
150 c to a 
Musical 
with 

but 


great wealth of overtones that gives music 


only from a low of around 
high of 5000 ec, 


notes 


more or less. 


would be transmitted great 


trueness in such instruments, the 
its richness were cut off by the inadequa- 
cies of the equipment. 

One of the 
fidelity is its relatively 
Most still do 


aot like or want genuine high fidelity; 


curious aspects of real 


high thus-far 
limited appeal listeners 
their ears have not been trained for it. 
Harry F. Olson, Director of Radio Cor 
poration of America’s Acoustical Labora- 
tories, has reported’ on a series of tests 
preferences 


of frequency-range among 


average listeners, i.e., persons who were 
neither sound engineers nor high-fidelity 
addicts. 

For recorded music, Olson reports in 
his book that tests made by Chinn and 
Eisenberg showed that about 75 percent 
of the listeners preferred a narrow ot 
medium range of frequencies to a wide 
Part of the reason may well have 
the 
themselves which, at the time the tests 


range. 


been the inadequacies of records 
were made, were not nearly as good as 


they are today. They probably had a 
fairly high level of distortion, noise, and 
record scratch when played at full-fre- 
quency range. However, even taking this 
still the 


extraordinary brilliance and fullness of 


into account, it was true that 


wide-range reproduction was not favored 
by these listeners. 

On the other hand, when Olson made 
tests with live musicians performing on 


a small stage equipped with acoustical- 


filter 


1 H. F. Olson, Musical Engineering (New York: 
Hill Book Co., Inc., 1952), p. 349, §. 


arrangement for controlling fre- 


McCraw 


quency ranges of the music, it was found 


that the full-frequency range was pre- 


ferred by nearly 75 percent of the 
listeners. 

The reasons for the difference between 
preferences for live-action and recorded 
two. First, and probably less 


the 


music are 


important, average listener (who 


rarely hears full-range, live-action music) 


has—as Olson says—‘“become conditioned 


to a restricted-frequency range (through 
listening to commercial radio, television, 


or recorded music) and feels that this 


is the natural state cf affairs.” Second, 


and considerably more basic. is the fact 


that much recorded music suffers from 


many types of distortion, including some 
that may be extremely irritating without 
being audible. Certain distortions are 
almost unavoidable in the present status 
of the art of recording and others (like 
surface noises of records) are due to 
poor handling and operation of records 
and equipment by the owners. 

The point is that the architect will not 
often be confronted with a client 
fully 


full-frequency-range music in the home. 


very 


who understands and appreciates 
When he does, the suggestions given be 
low will help him to produce what is 


wanted. 


the problem 


Basically, 
high-fidelity 


the major difficulty in true 


lies in the 


the 


reproduc tion 


equipment, particularly in loud 


speaker and its enclosure Emphasis 
is plac ed on the en losure, since few per- 
“hi-fi 


admit or even realize how much depends 


sons, even among the experts,” 


on the type of enclosure, the way it is 
built, and its location 

This is not the place to recommend 
record players, tape recorders, radio tun 
their varicus 


ers, amplifiers and acces 


and even loudspeakers, although 


the 


sories, 


one recommendation in latter cate 


will be made. The one exception is 


Olson 


gory 
the loudspeaker designed by 
(quoted from previously). This unusual 
and almost perfect speaker, which is un- 
like any other on the market today, is 


RCA’s Model LC-1A. 


price bracket, but the results are worth 


It is in the higher- 


usands of excelle 


nt high-fidelity record 
hat the problem of inade 
greet as uw once 
it tw now pos 


There are th 


ings now on the market, 

yuate musical resources is m 
was. However, as this article 
ible to build reproducing sensitive and 
sccurate that the major problem may again become the 


of really-perfect musical source material. 


longer s 
will show 


systems 80 


elative paucity 
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it. If there are other speakers to equal 
it, they are not at the moment known to 
the authors. 

The over-riding difficulty in most ex- 
isting musical systems lies in the fact that 
no prefab speaker enclosures can deliver 
all the tone range of the music as it was 
recorded or played for radio broadcast. 
This is not primarily the fault of the 
equipment, although this plays a consid- 
erable part, but it is due rather to the 
very nature of sound itself. 


the nature of musical sounds 
All sounds, including music, cause vibra- 
tions in the air which impinge on the 
ear and cause the hearing mechanism to 
vibrate similarly, reproducing the sound 
with a fidelity dependent upon the aural 
acuity of the listener. These sounds come 
in all sizes, so to speak. The highest 
notes of a piccolo may cause overtone vi- 
brations up to 18,000 c; the lowest notes 
of an organ may descend to 16 c—a pitch 
at which one actually feels the sound as 
well as hearing it. There is no single 
way to achieve perfect reproduction of 
this enormous range of wave lengths from 
highest to lowest notes. 

Complicating the matter even more, 
from the point of view of reproducing 
sound electronically, is the fact that mu- 
sic also in assorted volumes— 
from the most hushed attenuation of an 
offstage horn to the almost frightening 
volume of a full orchestra playing Wag- 
ner at his most bellicose. Using today’s 
excellent components and with special 
handling of the speaker enclosures, the 
hi-fi addict gets almost everything that 
was present in the softest or loudest music 
as originally played. But to achieve near- 
perfection, both in fidelity of sound trans- 
mission and control of volume, is a com- 
plex matter. 


comes 


arrangement of components 


There is nothing at all against a collec- 
tion of all necessary components— 
except the loudspeaker—in a single cabi- 
net, if the manufacturer is well known 
and of good reputation. Indeed, such a 
unit is more often desirable, since such 
“matched components” are usually bal- 
anced by the manufacturer for optimum 
sound reproduction. The purchase of 
separate components made by different 
manufacturers often results in relatively 
poor musical reproduction, since the 
units were not made to work smoothly 
with each other. 

There is a reason for not including 
the loudspeaker in the same cabinet with 
the rest of the equipment. One might 
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almost say that true high fidelity is im- 
possible with the loudspeaker in such 
close proximity to the mechanical and 
electronic parts that create and transmit 
energy to be reproduced as music. This 
is because most cabinets are not large 
enough to permit adequate handling of 
long-wave low frequencies and, even 
more important, because mechanical feed- 
back of vibrations from the loudspeaker 
can occur. This can be very annoying, 
indeed, and may damage the equipment 
over a period of time. 

A separate loudspeaker enclosure, some 
distance from the rest of the components, 
is essential for true high fidelity as it is 
desirable to have remote control of sound 
volume and quality away from the loud- 
speaker. 


loudspeaker systems 
Everything else being equal in terms of 
quality of components, the loudspeaker 
and its enclosure are the crucial limiting 
elements in high-fidelity reproduction. 
For this reason, it is worthwhile to de- 
scribe what a loudspeaker actually is 
and does. Olson describes it rs “an elec- 
tro-acoustic transducer actuated by en- 
ergy in an electrical system and deliver- 
ing energy to an acoustical system, the 
wave form in the acoustical system 
being substantially equivalent to that in 
the electrical system.” 

The simplest form of loudspeaker is a 
single cone or horn. For true high 
fidelity it is necessary to have at least 
two speakers—usually called a “tweeter” 
and a “woofer”—which may be placed 
in the same enclosure. These speakers 
are essentially the same but the tweeter 
is much smaller than the woofer. True 
fanatics have been known to prefer three- 
speaker units: the tweeter, a midfre- 
quency speaker, and a woofer—but this 
refinement is not necessary for good high 
fidelity if the speaker enclosure is cor- 
rectly designed. (If it is not, even a 
three-speaker system will not result in 
perfect reproduction! ) 

Each of the speakers may be one of 
two types: the simple cone, known as a 
direct radiator, or the more complex 
exponential horn. In the first case, the 
cone is itself the radiator or power unit; 
in the second case, the horn must have 
a separate small driver unit. Technically 
defined, the driver is the diaphragm of 
the speaker plus the voice coil and the 
magnet, It actuates the air into vibration 
with waves of sound. Almost all general- 
purpose loudspeakers for home use today 
are of the direct-radiator type. 

While it is true that good high fidelity 


can be obtained with two speakers, better 
results will be achieved with a more 
elaborate loudspeaker enclosure. In this 
case, the enclosure itself becomes a sound 
magnifier. However, elaborate installa- 
tions with several sizes of speakers in a 
cabinet are not necessarily going to pro- 
vide better results—although they oper- 
ate on the theory that each speaker has 
an optimum range much smaller than the 
range it is capable of reproducing with- 
out noticeable distortion. Actually, little 
if anything is gained by such a setup. 
A good single tweeter will perform just 
as well as a series of increasingly 
larger ones in most conditions. 

Nevertheless, it is desirable to break 
the sound spectrum from 16 to 18,000 c 
into three separate groups. Of the three, 
only two need be electronic. A first- 
class tweeter will reproduce sounds as 
low as 2000 c with excellent fidelity; a 
high-quality cone-type woofer will be 
equally faithful down to 200 or 150 c 
before its power capability begins to fall 
off. (For better low-frequency efficiency, 
the woofer should be a 15-inch rather 
than a 12-inch speaker. Eighteen-inch 
speakers have been made, but they are 
not really necessary or desirable in most 
home installations. ) 

The fundamental tones below 150 c 
need further assistance from the sound- 
reproducing unit, for accurate reproduc- 
tion without distortion. 

Curiously, it is a basic condition of 
sound — musical and otherwise — that 
audible waves in the upper ranges 
travel from the loudspeaker cone in a 
straight line; where the wave length is 
short with respect to the dimensions of 
the reproducer, there will be a “beam” 
effect. In a sense, these wave lengths 
are aimed or funneled by the speaker, 
which has a considerable degree of di- 
rectionality (except for RCA’s Model 
LC-1A, which has remarkably little). 

Conversely, when wave lengths are 
long with respect to the dimensions of 
the source—cone or horn—the result is 
spherical propagation.’ Furthermore, at 
low frequencies the acoustical power pro- 
duced for a given electrical-power input 
(efficiency) falls off and the amount of 
sound the speaker can produce without 
serious distortion drops sharply. This 
is particularly true below a few hundred 
cycles. Any effort to increase the volume 
of sound in this situation will merely 
result in a greater confusion of sound— 
or distortion—in the lower frequencies. 
This results in muddy or incoherent re- 


5 A wave length, or complete cycle, is 1090 (ft per sec, 
the speed of sound in air) divided by the frequency. 
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production of the music. 
The best 


characteristic of any loudspeaker mech- 


way to correct this basic 
anism is by changing the design of the 


loudspeaker enclosure. 


enclosures 
There are three types of loudspeaker 
enclosures: infinite baffle, bass reflex (or 
phase inverter), and exponential horn. 
The enclosure can be 


almost any size from one or two cu ft on 


infinite-baffle 


up. For reasonably good results it should 
be at least 12 cu ft (2’ x 3’ x 2’). The 


most effective infinite baffle is 
one in which the speaker is set into a 
wall with its back 
utility room, or other large space. Woofer 


type of 


open into a closet, 
installations with the speaker in the floor 
or ceiling, using the cellar or attic space 
as the baffle, will work very well pro- 
vided the tweeter is mounted normally 
for horizontal This type of 
baffle provides as good a low frequency 
with 


radiation. 


reproduction as is possible this 
simple variety of enclosure. 

However, an infinite baffle cannot, by 
the very physics of sound, deliver maxi- 
mum effective reproduction of very low 
frequencies. For one thing, it does not 
compensate for loss of speaker efficiency 
at these frequencies and, for another, it 
is subject to resonances—particularly if 
the baffle is a box, rather than a closet 
or other large space at the rear of the 
speaker. Resonance in such box en- 
closures can be partly controlled by lin- 
ing alternate sides with insulation batts, 
thick felt, or other sound-absorbing ma- 
terials. It is not necessary to line all of 


the inside of the box, provided that no 








two opposite sides are unlined. 

On the other hand, the lining tech- 
nique does nothing to solve the problem 
of efficiency. Power requirements at the 
lowest frequencies are still unsatisfied. 
The bass-reflex enclosure, known profes- 
sionally as a phase inverter or vented 
box, helps to supply this need. It is a 
completely enclosed unit in which there 
is a vent near the speaker opening. The 
box should be lined with sound-absorbing 
materials as in the case of the infinite- 
baffle box. 

At some particular lower frequency, 
where the regular speaker and its own 
opening in the box have begun to fall 
off in efficiency and power capability, 
the box and the lower vent will resonate 
so that the low tones from the back of 
the speaker are radiated out through 
the vent, supplementing those from the 
front. The efficiency of a bass-reflex cab- 
inet at this resonant frequency may be 
twice as high as that of an infinite-baffle 
enclosure. However, since this is effec- 
tive only at a single frequency, the re- 
This is not 
a general solution to the problem. 


J 


production tends to “boom.” 


An exponential-horn enclosure is the 
best solution yet developed for perfect- 
ing music reception in the lower ranges 
(Figure 1). It is based on the same 
principle as the tuba or any wind instru- 
ment and will magnify the low tones 
seven or eight times as much as the 
infinite-baffle box. The principle of the 
exponential horn is most easily under- 
stood, from a pragmatic point of view, 
by detaching the mouthpiece from any 
wind instrument and blowing through it. 
The sound it 


makes is ridiculously 


> 


minuscule. Put the mouthpiece back on 


the rest of the instrument and the sound 
is magnified astonishingly. 
This is an acoustical method of magni- 


fication. In an exponential-horn enclos- 


ure for a loudspeaker, the lower fre- 


quencies are picked up and magnified 


without any electronic means. Such a 


loudspeaker system should be used in 
a cabinet so designed that the spheri- 


cally propagating low-frequency sounds 


can radiate not only through the ex- 


ponential horn (often called a “rear- 
loaded” horn) but also directly from the 
cone face of the speaker itself (this is 
this 


fashion will the full values of the low- 


called “front-loading”). Only in 


frequency sounds be delivered to the 
listener 

While the exponential-horn loudspeak- 
er cabinets on the market at present are 
superior to most other prefab systems, 
they are not as effective as they should 
be. For one thing, the total dimensions 
of the low-frequency horn must of neces- 
sity be small; otherwise, the cabinet 
would become a monster, dominating the 
In addition, most of the models 
the 


speaker buried in the box, so that it can- 


room. 


currently available have woofer 


not function as a direct radiator (front 
loaded) as well as an exponential horn 
(rear loaded). The result is that it takes 
the low frequencies only from the rear 
of the woofer. There is no direct radia- 
tion of the midfrequency sounds from the 
woofer and an additional speaker is re- 
quired to take care of the midfrequency 
range with its associated electrical cross- 
over. A certain amount of fidelity is thus 


lost. 
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The best answer, for the architect 
whose client demands perfection, is to 
build the horn into the house itself. For 
optimum reproduction of low-frequency 
sound, the horn should be very large in- 
deed. Theoretically the mouth of the 
horn should be equivalent to a circle 10 
ft in diameter; however, in practice, an 
opening for the horn mouth equivalent 
to a circle three to five ft in diameter 
will suffice. 

A correctly designed exponential horn 
will improve the efficiency of low-fre- 
quency reproduction in a degree roughly 
proportional to the ratio in area between 
the mouth of the horn and that of the 
cone of the speaker itself. The larger the 
ratio, the greater the effectiveness. For 
a speaker cone of 175 sq in., an exponen- 
tial-horn mouth of 1500 sq in. is, accord- 
ing to Olson, the minimum area that will 
produce satisfactory results (Figure 2). 
When the architect is designing a house 
he can, of course, provide a much larger 
mouth area for the horn. 

An exponential horn would be almost 
entirely impractical, in most dwellings, 
if it had to be laid out in a straight 
It would have to be a minimum of 
11 ft long. 
if there is unused space in an attic or 


line. 
(Of course, this can be done 
cellar.) However, the same acoustical 
principles which make it possible in a 
tuba or french horn to wind the horn into 
a series of loops applies in the case of an 
exponential horn for a loudspeaker. Fur- 
thermore, it is entirely unnecessary for 
the sides of the horn to be rounded or 
smoothly continuous as they are in musi- 
cal instruments. The horn can be con- 
structed in a series of successively larger 
square or rectangular sections (Figure 
1). As long as each section is not more 
than half as short as the shortest wave 
length which is to be transmitted through 
the horn, the cross-section shape is un- 
important. It could even be triangular. 

It is that the “folded” 
type of exponential horn is constructed 


true unless 
with the greatest possible attention to 
tightness and rigidity of the pieces, there 
may be some vibration set up between the 
sections, causing unpleasant noise in the 
unit as sounds batter the sides of the 
horn, This might also happen if a horn 
were built in a straight line without equal 
attention to good construction. 

An exponential horn can be located in 
any part of the house where there is 
sufficient room, but the mouth of the horn 
(like the whole loudspeaker setup) should 
always be in or near a corner of the room, 
as will be pointed out in more detail in 
the next section. 
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General specifications for making a 
horn follow. It should be fabricated of 
plywood not less than %4 in. thick and 
all joints should be firmly nailed and 
glued. Superior workmanship is essential. 
Seams and joints which are not airtight 
will rob the horn of efficiency. Further- 
more, as pointed out above, any loose 
will cause annoying vibratory 
The mouth of the horn can be 
left open or it can be covered with a 


parts 
noises. 


loosely woven fabric or any other sound- 
transparent material that will not make a 
noise when vibrating. The throat of the 
horn can be placed in any part of the 
loudspeaker chamber, even in the bottom 
of the unit if the horn is to be located in 
the basement. 


speaker location 


Obviously, provision for a custom-made 
exponential horn, folded or otherwise, 
calls for a certain amount of special de- 
sign in the house itself. Not only must 
room for the horn be provided, preferably 
in a space outside the music room, but 
both loudspeaker enclosure and exponen- 
tial-horn mouth must be located in the 
room with several principles of acoustics 
in mind. 


A sound source in open space radiates 
its energy spherically whenever the source 
is small with respect to the wave length. 
Thus, at any one point in such an open 
space the listener will hear only a small 
amount of the sound energy produced. Of 
course, he will hear some of the sound 
radiating from parts of the room other 
than that in which he is listening, since 
those sounds are reflected off the surfaces 
and back to him. This reflectivity of sound 
can be more annoying than no reflectivity 
at all. Sound takes time to travel and 
the reflected sounds will arrive at the 
ear just slightly after direct sounds, caus- 
ing fuzziness and, in exceptionally bad 
cases, a sort of echo. Open space is 
obviously not an efficient location for a 
speaker. 

When a speaker is placed in or against 
a wall, the sound power reaching the lis- 
tener will increase by a factor of roughly 
two, since the sound is inhibited from 
going through the wall and thus radiates 
over a hemisphere. When a speaker is in 
a corner, the sound radiates only through 
a quarter sphere and the sound power is 
increased by a factor of four. Finally, 
when the speaker is located both in a cor- 
ner and at or near the floor or ceiling, 
the angle of sound radiation is so reduced 
that the effective power is increased by 
a factor of as much as eight. 





Since one would rarely want a speaker 
suspended in midair, it is common prac- 
tice to consider the effectiveness of a ceil- 
ing-corner installation in comparison 
with that of a flat-wall placement. The 
ratio is then 2:8, or 1:4, and the ceiling- 
corner enclosure increases the effective 
acoustical power of the speaker at low 
frequencies about four times that of a 
flat-wall location. 

Therefore, 


planned with the loudspeaker and the 


a music room should be 
exponential-horn mouth in the corner near 
the ceiling for highest fidelity. In any 
event, the speaker should be above nor- 
mal seated listening level, because sound, 
particularly in a room where the ceiling 
has no acoustical treatment, will be en- 
riched musically by reflection from the 
ceiling. If the speaker were at the floor 
level the sounds would be clobbered by 
the interference of furniture, rugs, and 
so on. 

But 

the speaker should be so placed that 
it is not exactly in the center of the 


and this is a very important but 


corner angle. In other words, the mouth 
of the enclosure should not be beamed 
directly at the corner of the room diagon- 
ally opposite. It should aim slightly away 
that Otherwise the high 
frequencies may strike the opposite cor- 


from corner. 
ner in such a fashion that they would be 


reflected directly back, causing what 
sound engineers call “standing waves.” 
These waves can result in a_ certain 
amount of aural confusion. 

In addition, it is advisable to place 
the speaker enclosure, if it is at the ceil- 
ing level, so that it is tilted slightly down- 
This 


serves to direct the high-frequency waves 


ward, perhaps 10 to 15 degrees. 


toward the center of the room, rather 
than along the ceiling, and results in 
greater clarity. This is particularly im- 
portant if the ceiling is to be acoustically 
treated. 

Excellent results can still be obtained 
if the speaker is placed in or against a 
wall—one of the shorter walls if the room 
is rectangular. Fidelity of the lower fre- 
quencies will not be quite so great as it 
would be if the speaker were high in a 
corner, but there are not many untrained 
ears that could tell the difference. 


the room 

There are two or three basic principles 
to be observed in designing a music room 
for residences. The major objective is to 
achieve as high a degree of sound fidelity 
with as low an amount of distortion (due 
to room shape and surface finishes) as 
possible. 
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The first and perhaps the most impor- 
tant of these principles is that walls and, 
if possible, floor and ceiling, should not 
be parallel or unbroken. A modern home 
with a shed-type roof and exposed-beam 
ceiling automatically makes for good mu- 
sic reproduction as far as the “top and 
bottom” of the room goes. As for walls— 
nonparallelism need not be achieved by 
the expensive and sometimes unesthetic 
method of setting the walls at odd angles, 
as is often done in auditoriums. Any 
room with an ell, such as a living room 
with a dining alcove off it, provides ade- 
quate discontinuity of surfaces to break 
up echoes and reverberation. A living 
room with an angled fireplace in one 
corner will also provide sufficient irreg”:- 
larity in wall surfaces to assure the best 
possible music reception, 

For really first-rate music reproduc- 
tion, the room in which the loudspeaker 
is located should not be a small one. Ac- 
cording to G. A. Briggs, British expert in 
home-music systems, the room should be 
not less than 18 feet long, with the speak- 
er placed in a corner facing the long 
axis of the room.’ Actually, there is no 
truly scientific way of stating what would 
be the smallest permissible room size for 
good reception, for the size will depend 
to a considerable degree on the power of 
the amplifier. The stronger the ampli- 
fier, the larger the necessary room size; 
however, the size of the loudspeaker 
should not be varied with the size of the 
room, The better the loudspeaker (not 
the larger), the better the reproduction 
regardless of room size. Thus, the tweeter 
should be of the standard small size and 
the woofer should be 12 or, preferably, 
15 inches in diameter.” 

Very little in the way of specific stan- 
dards can be suggested for the treatment 
Since every person’s 
requirements will differ, much of the 
room treatment should be left until the 
music unit has been played enough so 
that the client can decide what is needed 
in the way of sound-deadening materials. 


of room surfaces. 


Some prefer a very clear, almost rever- 
berant, type of musical sound; others 


‘CG. A. Briggs, Loudspeakers, the Why and How of 
Good Reproduction (London: The Wharjfdale Wireless 
Works, 1953), p. 58. Incidentally, since the subject of 
loudspeakers and their enclosures is about as controver 
sial as the question of the relative merits of other 
types of components, the reader will find a considerable 
amount of material in the Briggs book which differs 
jrom the recommendations presented in this article. 
Naturally, the present authors feel that their point of 
view is the correct one! 

5 Jt is of no importance whether the woofer and tweeter 
are combined into one loudspeaker unit or whether they 
are separate, There will be no noticeable difference in 
the quality of music reproduction whichever type of 
loudspeaker is used, except where the two cones are 
so arranged that they are congruent. In this case the 
resulting freedom from destructive interference in the 
crossover region provides much smoother reproduction. 
This is true of the RCA LC-1A. 


want it muted way down. It is not even 
wise to make a standard recommendation 
that acoustical tile should be used on the 
ceiling if one or more of the following 
conditions are present: if the ceiling is 
to have exposed rafters, the floor is to be 
carpeted or large parts of it are to be 
covered with deep-pile rugs, the walls are 
to be provided with high bookshelves, 
there is to be a large fireplace, and if 
there will be a number of pieces of up- 
holstered furniture placed in the room. 
The methods of deadening 
sound in a music room include those men- 


various 


tioned above plus heavy drapes or any 
other sound-absorbing material for dead- 
ening aural “glare” at major points of 
sound reflection (large glass areas, hard 
plaster or wood surfaces, and so on). If 
the room is large and will be used for 
parties as well as for music, ceiling 
acoustical tiles might wisely be specified 
at the time of construction, more for the 
deadening of the “confusion of voices” 
than for the control of musical reverbera- 
tion. Care should be taken to select a 
type of tile that can be redecorated with- 
out damaging its acoustical qualities, i.e., 
a perforated tile with holes large enough 
so that paint cannot bridge them. Pan- 
type tiles with sound-absorbing materials 
behind them are to be preferred in gen- 
eral to perforated-fiber tiles, since the low 
density of the fiber material affects acous- 
tical performance just as much as the 
surface perforations. 

There is one other aspect of music- 
room acoustics that deserves attention: 
that is the resonant vibration of inani- 
mate objects in the room when music is 
being played, particularly at large vol- 
umes. When a frequency in the music 
happens to hit a certain mode of vibra- 
tion that matches that of an object, it 
can cause that object to rattle or rumble 
quite unpleasantly. Damping in the speak- 
er enclosure with insulating materials 
can help reduce this if it is the enclosure 
itself that is vibrating, but it sometimes 
may be necessary to move—or remove 
—objects which exhibit a tendency to 
vibrate sympathetically with specific mu- 
sical tones. Of course, the vibration can 
be considerably reduced by mounting or 
supporting the objects on sound-deaden- 
ing pads and providing the speaker en- 
closure wiith acoustical-insulating mounts 
if it is on the floor. 


the “binaural’’ problem 


There is a considerable amount of skep- 
ticism among professional sound engi- 
neers concerning the general effectiveness 
of this new type of recording and play- 


ing. Even the terminology currently in 
use is misleading. Binaural music is a 
system which requires the listener to use 
headphones. Stereophonic music is a mix- 
ing of sounds in the rooms before they 
are heard, which is often ruinous to the 
effect. 
often called binaural and the listener is 


Stereophonic music is only too 


greatly disappointed at the messy effect 
his expensive new equipment gives him. 

The basic principle of stereophonic 
sound is that the music should appear to 
“come at you” from a broad source, as it 
does with an orchestra in an auditorium, 
rather than from a point source such as a 
loudspeaker. Stereophonic records are 
made with two or more microphones. 
Sometimes they make use of electronic 
networks that provide optimum recording 
of the lower frequencies on the right side 
(where the heavier instruments often are ) 
and of the higher frequencies on the left 
and other higher- 


(where the violins 


pitched instruments are frequently 
placed). Then, when the record is played 
in the home, two or more loudspeakers 
are located in approximately the same 
position as those in the recording studio. 
The effect is supposed to be more vivid 
and true than in standard recordings. 
This may be so—but only in one par- 


ticular case. This is when the listener 
sits in a positively fixed relationship to 
the two speakers, preferably on a chair 
that is permanently fastened to the floor. 
Otherwise, he is likely to get a confusing 
and unpleasant imbalance from the dual 
system. If he is too near the loudspeaker 
for the highs, for example, he will not 
get a stereophonic effect. Instead—par- 
ticularly if the room is large—he may be 
subjected to a quick echo or resonance. 
Stereophonic sound is extremely tricky. 

Any attempt to achieve a true sense 
of broad-source music origination, one 
that is foolproof and does not require a 
rigidly fixed position in the room, must 
of necessity require a strictly binaural 
(two-ear) system, such as headphones, 
where the two ear pieces are wired into 
a permanently fixed relationship to the 
two speakers. With such a system the bal- 
ance can be made perfect and it does not 
matter where the listener sits. 

However, who wants to listen to music 
through headphones? If the client de- 
mands a stereophonic setup (he will in- 
evitably ask for a binaural complex, but 
the 
architect to know what he really wants! ) 


above information will enable the 
the best bet is to call in a consultant for 
advice on the special problems the par- 
ticular room presents and to persuade the 


client to accept a fixed listening position. 
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Thirty-five high-frequency fluorescent lu- 
minaires will produce almost three-million 
lumens in this field house. A group lamp- 
replacement schedule is expected to be 
used on a two-year basis. 

Small capacitor, used in place of con- 
ballasts, 


ounces and is smaller than a pack of 


ventional weighs only three 


~igarettes. 
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high-frequency fluorescent: 


Union College at Schenectady, New York, 
has unveiled a new 400-cycle fluorescent- 
lighting system that has just been in- 
stalled in its Alumni Memorial field house 
—the first instance of such a system to be 
used for high-bay general-area lighting. 
By use of this lighting method, a playing 
area of approximately 40,000 sq ft will 
be maintained at an illumination level 
of between 45 and 50 ft-c. 

When the field house was planned sev- 
eral years ago, it was tentatively decided 
that fixtures with a combination of fila- 
ment and mercury lamps would be used. 
Being a high-bay structure, the recom- 
mendations were in keeping with those 
for buildings of this type. Because the 
field house will be used for baseball and 
football practice as well as for basketball 
games, it was soon recognized that the 
relatively bright filament-mercury sources 
would have certain disadvantages for the 
players—particularly those attempting to 
catch fly balls. 
fluorescent lighting was considered, but 


Conventional 60-cycle 


finally rejected because the inside contour 


of the structure did not lend itself to con- 
tinuous row fixtures. Although it was 
realized that large fixtures containing a 
number of lamps in each could be easily 


adapted from a lighting standpoint, 
weight and cost seemed to be prohibitive. 
High-frequency operation, however, 


made fluorescent lighting practicable. 
This 400-cycle system permits relatively 
lightweight fixtures—each unit weighs 
110 Ib less than one for a comparable 
60-cycle system, The individual fixture 
is eight ft square, contains fourteen 96” 
T-12 slimline lamps, and although each 
has a low brightness it produces a total 
of 84,000 lumens. Thirty-five of these 
giant luminaires, mounted at heights vary- 
ing from 60 ft at center to 34 ft on the 
sides, will produce an illumination level 
that is reported to be more than twice 
the amount provided by most field-house 
installations. 

Increasing the frequency to 400, from 
the standard 60 cycles, is accomplished 
by means of two 30-kw rotating-type pack- 
age-unit frequency converters. Installa- 





materials and methods 





Control equipment for the operation of heating and ventil- 
ating motors, 120-v incandescent lighting, and the 400-cycle, 


high-frequency lighting system (right). 


One of the two 30-kw rotating-frequency converters 
(below right) packaged in a self-contained housing. It 
functions as both “transformer” and frequency changer for 
the conversion of 208-v, 60.cycle power to 600-v, 400-cycle 


power. 


Union College Field House 


tion of these converters (which are com- 
paratively low in cost) allows the use of 
ballasts that are simpler, more efficient, 
and about one fifth the size and weight 
of regular ballasts. The lighting layout 
is so arranged that each of the two con- 
verters operates the lamps, allowing for 
approximately equal distribution of light. 
A simplified wiring system, also consider- 
ably lower in cost, reduces the number of 
circuits from 84 (for the lighting method 
originally considered) to 14, for the high- 
frequency design. 

The primary power source is 220 v, 3 
phase, 60 cycles, and the secondary is 
575 v, 3 phase, 400 cycles connected to 
be under 300 v to ground. Since 400- 
cycle power is available, it is possible to 
use a simple series capacitor and series 
choke for ballast on alternate lamps. The 
split-phase circuit produces unity power 
factor to obtain maximum utilization of 
the converters. 

The system at Union College cost ap- 
proximately 10 percent less to install 
than the incandescent-mercury lighting 


system originally considered. In addition, 
the 400-cycle system offers an estimated 
50 percent savings in annual operation 
and maintenance cost while producing 20 
percent higher levels of comfort light. 
This installation was designed and de- 
veloped by the General Electric Company 
at Nela Park. John H. Campbell, illumi- 
nating engineer, conceived and developed 
the technique; Carl J. Allen designed the 
fixtures; and Howard D. Kurt made the 
wiring layout and also helped design the 
power system. Fixtures were manufac- 
tured by Curtis Lighting, Inc. 
Comprehensive tests made on experi- 
mental high-frequency fluorescent-lighting 
systems over a number of years indicate 
that the 400-cycle system may offer the 
best method of economically obtaining the 
long sought-for higher lighting levels and 
should find wide application in commer- 
cial, industrial, and institutional build- 
ings. (For more detailed discussion of 
this lighting system see “High-Frequency 
Fluorescent Lighting,” by J. H. Campbell 
and J. L. Tugman, November °54 P/A.) 
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The great annual loss of life and property in the United 
States due to fires has prompted many states and munici- 
palities to enact legislation that protects both buildings and 
occupants against these disasters. The U. S. Government 
has issued specifications to cover construction of govern- 
ment-owned buildings and related equipment in the interest 
of fire safety. Many industrial firms, as well, have set up 
their own fire-safety codes specifically directed to the fire 
hazards present in their plants. Because it is recognized 
as an effective means of contributing to fire safety, a fire- 
alarm system is generally required by all of these codes 
or regulations. 

The specific intent of this article is to assist those 
who prepare specifications and requirements for fire-alarm 
systems that operate under the control or domination of 
the owner of the property to be protected. The discussion 
will be concerned primarily with those types of fire-alarm 
systems that can give a fire signal to all occupants of the 
building being protected (such as schools, hospitals, dor- 
mitories, hotels, and factories). These systems, therefore, 
are usually designed to assist in the evacuation of the 
occupants by giving an immediate warning the moment a 
fire is detected. 

Specifications, codes, and regulations for fire-alarm 
systems must be written to provide reasonable safety for 
life and property and should avoid provisions involving 
inconvenience and expense not essential to the objective of 
reascnable fire safety. However, since the lives of indivi- 
duals are often dependent upon these systems in the event 
of fire, careful consideration should be given in the selec- 
tion of the proper system for each specific installation. 

As previously noted there exist many laws, ordi- 
nances, and other measures covering fire-alarm systems; 
therefore, before a specification is written, all local and 
state codes should be reviewed to make sure that the speci- 
fication to be prepared will not conflict. Usually the local 
representatives of fire-alarm manufacturers are familiar 
with codes that apply to the locality of a specific job and 
can be of assistance. Specifications for those jobs where 
public funds are used must be so written that they do not 
limit procurement to any one manufacturer. As there are 
several recognized manufacturers of the fire-alarm equip- 
ment described in the recommendations of this article, 


competitive bidding is assured. 


national fire-protection association codes 


Fortunately we have in this country the National Fire Pro- 
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fire-alarm systems, part 1 


tection Association' which is an international, nonprofit, 
technical- and educational-membership organization de- 
voted to the reduction of loss of life and property by fire. 
This organization, often referred to merely as NFPA, has 
set up the National Fire Codes. These standards are purely 
advisory as far as the NFPA is concerned, but are widely 
used as a basis of good practice by property owners and 
others, and for legal and insurance purposes in the United 
States, Canada, and other countries. Government, state, 
municipal, ete. codes often make reference to the NFPA 
standards—some of them have been prepared in the form 
of model ordinances or have been otherwise arranged to 
make them suitable for regulatory purposes. 

The specific NFPA codes concerning fire-alarm sys- 
tems that will be discussed in detail are: 

No. 70 National Electrical Code—1953, and Inter- 

pretations and Interim Amendments. 

No. 72 Proprietary Signaling Systems—1954* 

(Note: It is recommended that the latest issue of these 

codes be obtained from NFPA and kept as a reference 

at all times.) 

It is recommended that specifications state: “The 
fire-alarm system shall be supplied and installed to meet 
NFPA No. 70 and No. 72.” It should be understood that 
NFPA does not “approve” individual items of fire-protec- 
tion equipment, materials, or services. The suitability of 
devices and materials for installation under these standards 
is indicated by the listings of nationally recognized testing 
laboratories, whose findings are customarily used as a 
guide for approval by agencies applying these standards. 
For example, the Underwriters’ Laboratories, Inc., is such 
a testing laboratory and NFPA Code No. 72 has been 
adopted and published by the National Board of Fire Un- 
derwriters as NBFU Pamphlet No. 72. Most manufacturers 
of fire-alarm equipment required for the standard types of 
systems, as will be discussed, have their equipment listed 
by Underwriters’ Laboratories and must use the NBFU 
Pamphlets for the basic design and application of their 
fire-alarm systems. All fire-alarm equipment listed by Un- 
derwriters’ Laboratories is found in its annual publication 
“Fire Protection List” and the “Bi-Monthly Supplement.” 

Since NFPA No. 72 is the standard to be used for the 
specification of fire-alarm systems, this standard will be 
outlined and certain sections that concern systems to be 


1 Executive office: 60 Battery March, Boston, Mass. 

* The full title of NFPA No. 72 is “Standards for the Installation, Maintenance and 
Use of Proprietary, Auxiliary, Remote Station and Local Protective Signaling Sys- 
tems, including Local or Isolated Systems for Watchman, Fire Alarm and Super- 
visory Service.” 
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by L. T. Chandler* 


specified will be quoted verbatim and then explained in 


detail. 


systems listed in NFPA No. 72 


The types of systems listed in NFPA No. 72 are as follows: 
Proprietary Systems (Article 400). These systems are 
supervised by competent and experienced personnel in a 
central supervising station at the property protected. The 
system is to include equipment and other facilities required 
to permit the operators to maintain, test, and operate the 
system and upon receipt of signal, take such action as shall 
be required under the rules established for their guidance 
by the authority having jurisdiction. The central super- 
visory station should be located in a detached building 

or suitably isolated room—and shall have reliable means 
for transmitting fire alarms to the fire department over 
wire electrically supervised and under the control of the 
plant owner or occupant. Such a system would apply prin- 
cipally to large factories and groups of buildings having 
fire-fighting personnel and thus is not within the scope of 


this article. 


Auxiliary Fire-Alarm Systems (Article 420). These sys- 
tems shall be used only in connection with a municipal 
system which is suitable for the service and is well main- 
tained and when a permit for such connection has been 
given by the municipal authorities. By auxiliarizing a 
municipal fire-alarm system the delay in traversing the dis- 
tance from the fire to the street box is eliminated. Many 
municipalities recognize that elimination of this delay is 
considered of primary importance for safety of life in 
buildings where a fire department will be needed for rescue 
work and to control the rapid spread of fire. This auxiliary 
feature is often combined with private, local fire-alarm 
systems in schools, hospitals, and other institutions so that 
automatic transmission of alarms, indicating fire directly 
to the municipal fire department, may take place. This 
system will be covered in this article as an available fea- 
ture for the basic local fire-alarm systems to be described 
later. 


Remote-Station Fire-Alarm Systems (Article 430). This 
type of system employs a direct-circuit connection between 
alarm-signal initiating devices in protected premises and 
signal-indicating equipment in a remote station, such as 
fire or police headquarters or other places acceptable to 


* Chief Sales Engineer, Edwards Company, Inc., Norwalk, Conn, 


the authority having jurisdiction. The circuit between the 
protected premise and the remote station shall be reserved 
solely for fire-protective signaling services and not em 
ployed for a municipal fire-alarm system. This system is 
also an addition to the basic local fire-alarm systems. 
Local Systems (Article 440). These systems consist of 
electrically supervised devices whose signals are trans 
mitted to one or more places in the premises covered, pri- 
marily for the notification of occupants. It is this type of 
system which is usually required for schools, hospitals, 
dormitories, hotels, etc., and, therefore, is particularly 
applicable to the scope of this article. 

Viscellaneous Systems H atchmen’s Time-Recording {p- 
paratus (Article 450). This type of system is not consid- 
ered applicable to the scope of this article. It would be 
used in large public and government-owned buildings, 
banks, warehouses, etc., where the use of watchmen would 
be deemed necessary. This involves special treatment or 
application since the number of watchman’s reporting sta- 
tions, their locations, and the route to be followed by the 
watchman for operating the station must be approved for 


the particular installation. 


General ( Article 200). Chapter 2 of NFPA No. 72 outlines 
common requirements. Although most of them concern 
the manufacturer of fire-alarm systems and the electrical 


that “the 


g 
72 


contractor who installs the system (assumin 
system shall meet the standards of NFPA No. is speci- 
fied), certain of these requirements should be understood 
by those who specify the system. It is recommended that 
some of these be specially mentioned in the specifications 
as will be indicated, to insure proper supply and installa- 
tion of equipment. 

The requirements and their paragraph numbers, 
which concern the systems within the scope of this article, 


are as follows: 


2030. Approval. 
2031. Information. At the request of the authority hat 


ing jurisdiction, complete information regarding the system 
including specifications, wiring diagrams, and floor plans 
shall be submitted for approval prior to installation of equip 
ment or wiring. 
If there are no local or state codes that apply or request 
this information, it is suggested that the architect or engi- 
neer request in the specification that wiring diagrams and 
outline drawings of the equipment being supplied, be sub- 
mitted to him for approval. 
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2032. Equipment, All devices, combinations of devices, 
and equipment constructed and installed in conformity with 
this Standard shall be approved for the purposes for which 
they are intended. 

It is recommended that this be included in the application 

and the approving authority be named. 
2033. Acceptance Tests. Upon completion of a system, 
a@ satisfactory test of the entire installation shall be made in 
the presence of the authority having jurisdiction. 

It is recommended that this be included in the specifica- 

tions and the “authority having jurisdiction” be named. 
2034. Maintenance Agreement. Where required by the 
authority having jurisdiction, a satisfactory agreement on 
the maintenance, operation, and efficiency of the system shall 
be provided. All systems shall be under the supervision of 
qualified persons satisfactory to the authority having juris- 
diction. These persons shall cause proper tests and inspec- 
tions to be made at prescribed intervals and shall have gen- 
eral charge of all alterations and additions to the systems 
under their supervision. 

The maintenance and operation of the system does not 

usually concern the supplier of the fire-alarm system and 

these arrangements, if required by some authority, can be 

made by the owner; therefore, this paragraph would not 

usually be included in the specification. 
2040. Installation and Design. 
2041. Systems. All systems shall be installed in a work- 
manlike manner and in accordance with specifications and 
standards approved by the authority having jurisdiction. 

It is suggested that this be placed in the specifications 

naming the authority having jurisdiction. 
2043. Grounding. All systems shall test free of grounds 
except parts of circuits or equipment which are intentionally 
and permanently grounded to provide ground fault detection, 
emergency ground signaling, or circuit protective grounding. 
All systems shall be so designed that they do not depend 
upon the effectiveness of any ground connection for normal 
operation. 

It is recommended that the first sentence of this paragraph 

be included in the specifications. 
2044. Pre-Signal Feature. It is recommended that sys- 
tems in hotels, department stores, hospitals, and similar 
institutions having sounding devices within the protected 
premises, be so designed that initial fire signals will sound 
only in department offices, engine rooms, fire brigade stations 
and other central locations, with provision whereby author- 
ized persons may subsequently sound a general alarm. 

Systems with this feature, known by fire-alarm manufac- 

turers as a Presignal Coded System, will be described later. 
2045. Use Restriction. Fire alarm systems shall be used 
for no other than fire protective signaling purposes, except 
that local control functions, necessary to make the premises 
safer in the event of fire, or to make it possible to hear 
fire alarm signals, may be automatically performed. In no 
case shall such circuit breakers or engine stops be installed 
in such a manner as to cut off the power for lighting or for 
operating elevators. 

It has been noted that those who are not familiar with this 


restriction have sometimes attempted to combine other sys- 
tems with fire-alarm systems or vice versa; i.e., paging, 
public-address, program-bells systems. This is in violation 
of the Use Restriction as quoted above. 
2048. Coded Alarm Signal. A coded alarm signal shall 
consist of not less than three complete rounds of the number 
transmitted. 
The standard for the number of complete rounds by most 


manufacturers of fire-alarm equipment is four. 


wiring (article 210) 


The provisions of Article 210 apply to installation wiring 
for interconnecting-system components. Generally, all wir- 


ing shall be installed with the requirements of the National 
Electric Code for Class I signal-systems circuits. (Note: 
Signal-Circuit wiring is found in Article 725 of NFPA No. 
70 National Electrical Code.) Some exceptions to the Class 
I requirement are permitted in Article 210, principally in 
the case of limited-energy fire-detector circuits where the 
open-circuit voltage does not exceed 50 v, overcurrent pro- 
tection of not more than 2-amp rating is provided, and 
capacity of the supply circuit is limited in its maximum- 
rated output not to exceed 100 va. A fire-alarm system 
designed to take advantage of this type of wiring will be 
described later. 


power supply sources (article 220) 
The provisions of this Article apply to sources of power 
supply which shall be used, for the type of system involved, 
subject to acceptance by the authority having jurisdiction. 
Reliable electric-light or power service, motor generators, 
and storage batteries are all approved sources of power 
supply, with certain requirements for each as outlined in 
this Article. Since the great majority of installations have 
reliable electric-light or power service available, this is the 
usual type of power source used since there is no power- 
supply equipment to be purchased or maintained by the 


owner. 

The local fire-alarm systems will use a light and 
power service as permitted—such as a 1-phase, 3-wire, 115- 
230 v, 60-cycle supply circuit having a continuous unfused 
neutral conductor or a polyphase 115-v 60-cycle supply 
having a continuous unfused neutral conductor where in- 
terruption of one phase, with one side or phase for the 
main operating-power supply and the other side of phase 
for the trouble-signal power supply of the Signaling Sys- 


tem. 
2222. Point of Connection. The conductors of the sig- 
naling system power supply circuit shall be connected on 
the line side of the main service or a commercial light or 
power supply circuit or to the main bus bars on an isolated 
power plant located on the premises. 

Since it is usually the responsibility of the specifying en- 

gineer to show the point of wiring connection to power 

supply on the plans, this should be noted. 
2223. Fuse. A fuse enclosed in a locked or sealed cabinet 
located immediately adjacent to the point of connection to 
the light and power conductors shall be provided in series 
with each ungrounded conductor. A suitable resistor con- 
nected between the supply source and the fuse shall be pro- 
vided, where necessary, to limit the short-circuit current at 
the fuse to not more than 10,000 amperes. 


This should be included in the specification. 


electrical supervision (articie 240) 


2411. Except as otherwise indicated in this Standard, a 
system shall be electrically supervised so that the occurrence 
of a break or a ground fault condition of its installation- 
wiring circuits which prevents the required operation of the 
system, or failure of its main power supply source, will be 
indicated by a distinctive trouble signal. 

NOTE: (a) The provision of a double loop or other multiple- 
path conductor circuit to avoid electrical supervision is not 
acceptable except as indicated in Paragraph 2424a. 

(b) Electrical supervision of conductors for a short 
circuit fault is not contemplated by this requirement. 
2420. Electrical Supervision. The electrical supervision 
shall include: 

2421. Power Supply Circuit Supervision. All sources 
of energy except the following secondary sources: 

a. One employed for the operation of trouble signal circuits 
and appliances. 
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b. One employed as an auxiliary means for maintaining the 
normal operation of the system following trouble signal indi- 
cation when ihe main supply source is interrupted. 

c. One employed a: a means for operating a supplementary 
circuit for alarm bells, annunciators, time stamps and similar 
circuits, the failure of which will not prevent the operation 
of the system for the required signals. 

d. The battery leads of a trickle-charged battery. 

e. The neutral of a three, four or five wire a-c or d-c supply 
source. 

2422. Signal Initiating Circuits. All circuits for signals 
initiated by the operation of firealarm boxes, fire detectors, 
automatically operated transmitters, or other appliances or 
devices which initiate or transmit signals either manually 
or automatically, except: 

b. The circuits of a supplementary signal annunciator, pro- 
vided that the fault condition of this circuit wiring results 
the non-interfering feature of operation. 

b. The circuits of a supplementary signal annunciator, pro 
vided that the fault condition of this circuit wiring results 
only in the loss of annunciation. 

2423. Supplementary Control Circuit. A supplementary 
circuit for operating fan motor stops or similar industrial 
control equipment intended to be actuated at the time of 
an alarm signal, need not be electrically supervised, provided 
a fault condition of the circuit in no way affects the normal 
operation of the signaling system. 

2424. Alarm Signal Sounding Circuits. All circuits for 
operating alarm sounding devices and appliances except: 
a. Alarm signal sounding appliances employing self-contained 
vibrating armature contacts for signal operation when (1) 
alternately connected to two or more circuits and approxi- 
mately equally distributed throughout the building, or (2) 
connected to a double loop circuit so that a break or a 
ground fault does not prevent the operation of any sounding 
appliance. 

b. A circuit employed to produce a supplementary local 
alarm signal to indicate the operation of an automatically 
operated alarm transmitter or a manual fire alarm box pro- 
vided that an open or ground fault of the signal circuit 
conductor results only in the loss of the supplementary signal. 
c. The circuit of an alarm bell installed in the same room 
with a system control unit, provided the bell circuit con- 
ductors are installed in conduit or equivalently protected 
against mechanical injury and tampering. 

d. A trouble signal circuit. 

2425. In a Supervising Station. Where personnel re- 
sponsible for the supervision and operation of the system 
are on duty continuously, the following features or facilities 
located in the supervising station need not be electrically 
supervised. 

a. The station circuits for alarm bells and registers which 
are controlled by devices which have their operating cir- 
cuits electrically supervised. 

b. Main power supply failure if the condition is otherwise 
indicated so as to be obvious to the operator on duty’ 


It will be noted from the above Article 240, that particular 
stress and importance is placed upon electrical supervision 
of fire-alarm systems. The basic reason for this, of course, 
is to assure that the system is in operable condition at all 
times. An unsupervised fire-alarm system would be similar 
to the wiring of a light switch and lamp and such a fire- 
alarm system would be wired as follows: 
+ FUSE 
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Note that there is no indication in such a system that the 
power supply, wiring, stations, or signals are in an oper- 
ating condition. Such a system will not meet the code. 
A supervised noncode manual local fire-alarm system 

in accordance with NFPA 72 has a schematic wiring dia- 
gram as follows: 
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As explained previously, most installations use a 3- 
wire, 115-230 v, 60-cycle power supply with grounded 
neutral. Therefore, A-B would be 115-v a-c and D-B, 115-v 
a-c. 

The two relays shown are in a normal energized con- 
dition with a supervisory current flowing in the circuit 
from A to B. When a fire-alarm box is operated its con- 
tacts close, the box relay BR is shunted and de-energized 
causing its contacts br to shunt out and de-energize the sig- 
nal supervisory relay SSR. Full voltage is now placed on 
the series fire-alarm signals causing them all to sound. 
When the SSR relay was de-energized, its contacts ssr closed 
causing the trouble bell to sound. 

Examination of this circuit will reveal that it meets 
the requirements of electrical supervision for this type of 
system. (Refer to Par. 2411, 2421, 242la, 242le, 2422, 
2424, 2424d quoted above which apply to this circuit.) 

2430. Trouble Signals. 

2431. Distinctive Trouble Signals, Trouble signals shall 

be distinctive from alarm signals and shall be indicated by 

the continuous operation of a sounding appliance, which 
may be common to several supervised circuits. 

2432. Silencing Switch. A switch for silencing the 

trouble signal sounding appliance may be provided only if 

it transfers the trouble indication to a lamp or other accept- 
able visible indicator adjacent to the switch. The visible 
indicator shall remain operated until the silencing switch 
is restored to its normal position unless the audible trouble 
signal will be obtained when a fault occurs without restoring 
the switch to normal. 
The schematic diagram above shows such a trouble-bell 
silencing switch with lamp as required. It is considered 
good practice to include this feature so that the trouble 
bell may be silenced while fault is being investigated and 
corrected. Therefore, it is recommended that “fire-alarm 
control panel be equipped with a trouble-bell silencing 
switch and transfer lamp,” be specified. 

2433. Location of Trouble Signal. Trouble sounding 

appliances shall be located as required by the authority 

having jurisdiction. 
Usually the fire-alarm control panel is located in the base- 
ment or in the boiler room and the trouble bell is mounted 
adjacent to the panel. Sometimes it is desirable to have an 
additional extension trouble bell to assure that the trouble 
signal will be heard immediately by the operating per- 
sonnel of the property being protected. 


® Author's Note: 2425 would apply principally te Proprietary Systems which ore not 
within the scope of this article. 


Part Il will appear in September 1955 P/ A. 





Get full 28 Day Curing for Greater Density with CEM-SEAL 


Unless properly sealed, a new concrete floor 
has a natural tendency to deposit alkaline 


salts on the surface as it cures. This causes 
surface powdering. called “dusting” or 


“bloom.” 

CEM-SEAL acts as a cap or dam to hold 
moisture down below the surface. This pre- 
vents formation of the damaging salts — and 
it also prolongs the curing period of the 
concrete. The surface comes through denser, 
harder, more resistant to wear. 

Application is simple and easy. Treat acres 
of floor in a short time with big sheepskin 
applicators. Floors can be opened to traffic 
in just 4 hours. 


CEM-SEAL is also an ideal primer for renewing old 
concrete floors. 


Check these CEM-SEAL 
available. 


advantages — never before 


1. Goes on easy — just sweep floor and apply. 


2. I-coat quick dry application — seals. moisture in 
the concrete. 

Complete curing of concrete gives you a dense, uni- 
form surface with longer life. 

Protects floor from stains while other building trades 
are at work. 

Prevents “dusting” and efflorescence. 


Gives you a smoother surface for easy maintenance. 
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HILLYARD CHEMICAL CO. 
St. Joseph, Mo. 


for new concrete 


for renewing old concrete 


Nome 


Address... 


Please send me full information about Hillyard CEM-SEAL. 


Hillyard Maintaineers®, 
trained floor experts. are 
stationed in principal cit- 
ies. There is one near you, 
who will be glad to con- 
sult with you on your 
problem of treatment or 
maintenance of any type 
floor No charge, no obli- 
gation for this service 


San Jose, Calif. 


ST. JOSEPH, MISSOURI 


Passaic, N. 3. 
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school rules 


Speaking of schools, that venerable 
dean of school building planners, Dr. N. 
L. Engelhardt, Sr., asked me to remind 
you to remind your school district that 
there are three major steps in the crea- 
tion of a new school facility. They are: 
The Educational Specifications 
The preparation of a comprehensive pro- 
gram of educational and community re- 
quirements, which portrays the educa- 
tional specifications and professional aims 
of the school system. Thus, the founda- 
tion for the second stage is created. 
The Drawings and Specifications of the 
Architect 
The architectural planning processes, re- 
sulting in final working drawings and a 
volume of specifications covering ma- 
terials and workmanship. Thus, the third 
stage can be advanced. 
The Construction of the Building 
The school business officials administer 
the problems of public letting of building 
contracts, and a school building is com- 
pleted in conformity with the require- 
ments of the first and second stages. 
End of reminder, 


in Easter’s wake 


Around this time of the year I usually tell 
you about my Spring vacation. This year 
it was a brief sentence served with my 
boys who were a’hittin and a’spittin from 
here to there. My spouse thought it ter- 
ribly unfair to leave our dynamic issue 
at home whilst we cruised to Bermuda. 
Of course you know I am the dominating 
one in our family and make all the de- 
cisions—so the four of us landed in Ham- 
ilton bright and early, day after Easter. 
Many shillings later, after touring the 
island in a vehicle that looked fresh from 
an encounter with trolley cars going in 
opposite directions, I noticed the Island’s 
architectural denominator. It 
was the lime-washed roofs. With rare ex- 
ception, they were all pitched and stepped 
not unlike Cheops with its limestone cap- 
ping stripped. I later learned that the 
roofs serve as a water catch, since the 
major source of drinking water is by 
courtesy of nature. The rainwater, slowed 
by the stepping and purified by the yearly 
renewed lime wash, is caught by gutters 
and leaders and stored in buried tanks 
containing a gold fish or two (to feed on 
stray insects, naturally). The water is 
then pumped to wherever required. Al- 
most all buildings are stuccoed. Stand 
still for five minutes and you will be “ren- 
dered” with a 1:1:4 mix topped with 
Snocem, Kyanize, or approved equal. If 
it is a home you be hankering to build 


common 


(contractors will charge you about $20,- 
000 for five rooms), buy a parcel, strip 
the topsoil, saw up the soft coral stone 
to sizes modular or standard, and you 
have major building unit. You 
need not engage a registered architect, 
for the law require it. But 
there are five architectural firms listed 
in the telephone directory. One firm of 
Bermudian architects is called Onions 
(honestly) & Burchard, I sought out 
Architect Onions several with- 
out success. I can report, however, that 
he has a peaceful-appearing office, com- 
plete with my book, Architectural Prac- 
tice (Reinhold, four guineas thruppence, 
and still doing nicely, thank you). 

Just in case you won't sleep tonight 
without knowing, let me put your mind 
at ease by telling you that Juan de Ber- 
mudez discovered Bermuda in 1515 and 
that it me far too 
shillings, and pence to find out; however, 
we did observe the enfleurage process by 
which scents are extracted from Bermuda 
flowers such as the Easter lily, passion 
flower, jasmine and oleander. 

Note to my hayfevered partner—did 
you know that the island passed a hun- 
dred percent as sanctuary for hayfever 
sufferers? 


your 


does not 


times 


cost many pounds, 


Note to my drinking partner- 
at an old 
where the 


stopped 
1652, 


Moore. 


circa 
poet, Thomas 
He wrote: 


Bermuda home, 
Irish 
1804. 


visited in 


Friend of my soul, this goblet sip 
*Twill chase that pensive tear. 

*Tis not so sweet as woman's lip, 
But, oh! "Tis more sincere, 


Note to my landscape architect partner 
the ligustrum lucidum is peachy keen 
here—stood up heroically against the ex- 


ceptionally severe and prolonged gales 


spec small talk 





last January (forgive me, Bermuda Cham- 
ber of Commerce—P/A insists upon the 
truth). Ligustrum lucidum, you will be 
pleased to know, does not suffer from 
chlorosis, but occasionally from a virus 
disease which causes the foliage to be- 
come crinkled. Happily, its growth is im- 
proved by the application of farmyard 
manure, 

And so, my 


back at this crazy mixed-up mess we call 


friends, we find ourselves 
living. 


bidding blues 


[ don’t know . . . I just don’t know 

You figure and figure and calculate and 
calculate and reckon and reckon and the 
prices on public work come in scrambled 
from here to there. You look your client 
square in the retina while you are clinch- 
ing that job and allow as how you are 
reasonably certain you can get it built at 
that figure. Then ensues the ulcer-pro- 
ducing phase. It appears that the con- 
tracting fraternity of late seem to be act- 
ing more like the gambling fraternity. 
Figures do not make sense anymore. | 


Noth- 


ing was ever said about hunger of con- 


once took a course in estimating. 


tractors, neat timing of bid requests, for- 
bond markets (in the 
schools), busy subs, very busy subs, and 


tuitous case of 
modulus of contractors’ bonding elasti 
city. 

If you put out a job complete with a 
passel of inquisitive alternates you lose 
sensitive bidders. If you put out a job 
with no alternates you have no previously 
prepared position to whic h you can re- 
If bids are due on 


should have made it Tuesday 


treat. Monday, you 
the week- 
end does not count as useful time for 
contractors’ receipt of sub bids, for the 
subs prefer to submit their figures at the 
last possible moment to prevent horse- 
trading tactics. If bids are due on Friday, 
Monday for 


your bid 


you should have made it 
weekend pencil sharpening. If 
due date follows a holiday, then you had 
for you have committed 


“Why did 


praces? ... The Pro- 


better leave town 


a mortal sin. you have to 
have so many unit 
posal form looks like yesterday's final 


And look at 


stock prices those al- 
ternate prices!” 

One feller says if you add plaster, add 
umpteen thousand dollars to the base bid 
which by this time is not base enough. 
Another feller says deduct umpteen thou- 
sand dollars for the same blankety blank 
From goings on like this 
to do the next time? | 

I've had it. I'm 


plaster work. 
we learn what 
should say nay. 
I'm going home to mother. 


beat. 
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the architect and his consultants 


While the architect must have a basic knowledge of 
the structural, mechanical, and other systems re- 
quired to make a building function, he must draw on 
outside specialists to solve the detailed problems. 
Since, in general, the specialists are independent 
practitioners who maintain their own professional or 
business organizations, a basis must be found in each 
instance for establishing sound working relations be- 
tween them and the architect. These relations will 
fall into two categories: professional and business. 


professional relations and job co-ordination 


The number of specialist-consultants required to col- 
laborate with the architect will vary from project 
to project. Frequently one project will unite the 
joint efforts of such consultants as structural, me- 
chanical, electrical, and civil engineers, landscape 
architects, specification writers, and possibly others. 

While some architects’ offices may have some of these 

specialists on their staffs, this practice is generally 

restricted to relatively large offices. 

When various independent firms of specialists are 
called upon to collaborate on one project, the prob- 
lem of over-all co-ordination becomes apparent, and 
that co-ordination, to be effective, must obviously 
begin at the outset of a project. 

Just as the number of specialists required will 
vary from job to job, so will the scope of co-ordinat- 
ing efforts. The following procedure will help get 
things off to a good start and on a sound basis: 

a. Once the commission is received by the archi- 
tect and he is in the process of making early 
sketches, he selects the various consultant firms 
needed to contribute to the project. 

As soon as this selection is completed, represen- 
tatives of all participating firms who will handle 
the work meet together, so that the architect can 
present the problem and explain the over-all 
objective. Although he may be an expert in 
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many things, the architect may well learn from 
the consultants at such a conference that some 
of his preconceived ideas may be economically 
unfeasible or otherwise impractical. It is then 
that the over-all problem is analyzed from the 
various architectural and engineering points of 
view. Obviously, only an open-minded ap- 
proach to the problem—by all participants— 
can lead to a successful solution. Constructive 
critique at that time, before major expenditures 
in any of the offices have been incurred, will be 
most valuable as it will ultimately save time, 
corrective work, and money. In addition to re- 
solving major problems at such an early stage, 
each participant will become aware of the prob- 
lems confronting the other specialists. 

When the over-all scope has been determined, it 
is essential that a detailed division of work and 
responsibility be determined as well, in order 
to reduce overlapping functions.* 

After a tentative time schedule has been de- 
termined, a detailed project schedule of all 
phases of the work can be made available to all 
participants as quickly as possible. (See “Pro- 
duction Schedules—A Necessity,” April 1954 
P/A.) 


Recognition by each participant of the other special- 
ists’ roles will help the over-all project co-ordinator 
in execution of his duties. Regular checks on pro- 
duction of all member firms are essential, and ex- 
change of information among all participants must 
be kept at a steady flow. Consultants should be en- 
couraged to have direct contact with each other, 
provided the architect is informed of all decisions 
reached between them. The architect might well 


make a point of going personally to his consultants’ 


* Though specifically intended for “Collaborate Efforts,” rather than relationships 
between architects and their consultants, a recent publication prepared by the 
Joint Committee of the Design Professions, bearing the title, Division of Responsi- 
bility Among the Design Professions, is @ useful guide indeed as well as a check 
list, 





by Siegmund Spiegel 


offices during the job, to form the team relationship 
required to make a job go well. Occasional project 
conferences attended by all may be necessary at vari- 
ous important stages of the work. This will insure 
that unforeseen deviations from the original concept 
made by one of the participants are known to all, 
and will serve as a check on the individual firms and 


the over-all production schedule. 


business relations 
Architects rightly object to the practice of obtaining 
quotations for their services on a competitive basis. 
In many cases, as in work for the Armed Services, 
agreement has been reached that award of work will 
be on a basis of negotiation with only one firm of 
architects at any one time. Yet the architect does not 
always adhere to the same standard when he requires 
services from a consultant. The practice of “shop- 
ping,” 
vails. This should and can be avoided. It is only 


though considered unprofessional, still pre- 


natural that the consultants, professionals in their 
own right, condemn the practice. 

The consultants are generally aware of the inher- 
ent problems encountered by the architect in obtain- 
ing a commission and in properly correlating the 


project. The architect’s “selling expense”—to use a 
commercial term— is higher than an engineer’s. The 
engineers are aware of this fact and fee scales for 
engineering services to an architect will differ from 
scales pertaining to services for clients directly. 

A valuable contribution toward better understand- 
ing of business relations among the professions is 
a booklet published by the New York Association of 
Consulting Engineers and sent by them to the archi- 
tects in the New York area. This covers plainly such 
subjects as Code of Professional Practice, Schedule 
of Fees, and Standard Form of Agreement Between 
Architect and Engineer. Discussed in detail are such 
methods of payment as Per Diem Rate, Fixed Fee, 


Percentage of Cost of the Work, and Cost Plus Over- 
head and Profit. Separate percentage schedules are 
shown for structural engineers as well as mechani- 
cal and electrical engineers. 

Joint efforts of the New York Chapter, AIA, and 
the New York Association of Consulting Engineers 
have brought forth five types of Standard Forms of 
Agreement Between Architect and Engineer, thus dis- 
pensing with the need for drawing up individual con- 
tract forms. With architect-engineer teams becoming 
more common, joint efforts of this and other items of 
administrative and business nature will greatly bene- 
fit the design professions. 

Once an Agreement is executed between an archi- 
tect and his consultant, there is no longer cause for 
discussing the consultant’s fee. In no case can it be 
allowed to influence his services during the duration 
of the project. 


Depending upon the type of project at hand, an 


architect may wish to base his contractual arrange- 


ments with his consultants on his own contract with 
the owner. This may be particularly true with re- 
spect to such items as scope of work, completion 
dates, and stage payments (especially if the latter 
are based upon receipt of payments from the owner). 
In such cases, it may be wise to make available to 
the consultants a copy of the architect-owner con- 
tract, modified to show fee and stage-payment items 
in percentages rather than in dollar amounts. A copy 
of such contract will help clarify whatever terms 
may have been discussed verbally between the archi 
tect and his consultant. 

Although fees theoretically do not influence design 
and performance, past experience has proved that 
if an architect pays his consultants as promptly as 
his contractual arrangement may call for, he will 
receive more prompt and efficient service. Though 
overloaded with other work, an engineer may “coin- 
cidentally” finish on time the project of that par- 


ticular architect who paid his fees when due. 
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MOTEL, New Orleans, La. 
Charles R. Colbert, Architect 
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STUDENT CENTER, Raleigh, N. C. 
Wm. Henley Deitrick—John C. Knight & Associates, Architects 
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TILE makes cleanliness easy 


This tiled washroom does an outstanding job 

of intercepting juvenile juggernauts on their way 
to lunch. Bookshelves to the right, soapsuds 

to the left—and then, food straight ahead. 

The result: cleanliness in a hurry. 


Cleanliness in a hurry is a phrase which applies 
equally well to the room itself. American-Olean 
Tile on walls and floor defies splashes and 
puddles. Ceramic tile is much easier to clean 
than the pupils, and it will outlast 

many generations of them. 


The more you specify A-O tile—in new or 
remodeled rooms—the more maintenance money 
you save for school administration. And the 
more you gain in terms of attractive interiors. 


y-Naal-lalete) alt @)1-tols lm Nil-an @tot 


Executive Offices: 1080 Cannon Avenue, Lansdale, Pennsylvania 


Factories: Lansdale, Pennsylvania e Olean, New York 
Member: Tile Council of America 


Progressive Architecture 


TILE SPECIFICATIONS 

Color Plate 345, Washroom, Lake High School, 
Salisbury, Maryland. Architect, Edwin Wilson Booth, 
Walls: 28 Pearl Gray. Base: S-49 Gloss Black 

Floor: Sand Buff; Textone Pavers 


New FREE booklet offers ideas and suggestions for school planning 


Booklet 600, "Tile for Schools’, just off the press, 
contains color photographs of a wide range of actual tile 
installati in schools and hospitals. It gives you = ce 
practical ideas which you can adapt for remodeling jobs \soes |= 
or new buildings. This booklet is free—send for it todey! oa” 


See our catalog in Sweet's Architectural File. 





American-Olean Tile Company 
1093 Cannon Avenue, Lansdale, Pennsylvania 


Please send me, without obligation, your Booklet 600 
"Tile for Schools” 

Name 
Title 
School 
Address 
City 




















Entrance to 1025 Fifth Avenue, New York, N. Y., 
a 12-story co-operative apartment/ marble arch/ in- 
clined reinforced-concrete canopy/ black-and-white 
terrazzo paving/ star-perforated cement-block screen/ 
Herculite doors/ walls of clear glass with brushed- 
bronze mullions overlook gardens/ reinforced-con- 
crete overhang acts as sun-shield and architectural 
frame for landscaped view/ entrance, lobby, and 
gardens designed by Raymond Loewy Associates 


Louise Sloane apartment interiors 


Designing the interior of an apartment, already basically frozen in its architecture, might 
seem to be purely a decorator’s job. Yet the two designers and the architect whose work 
we show on the following pages have approached their problems with sound architectura! 
viewpoints from which the work has clearly benefited. 

® Faced with the space limitations of one static room to be converted into a 24-hou 
dwelling, Architect Felix Augenfeld devised a furnishing plan (and created most of 
the furniture to fulfil it) as activity-diversified as a many-roomed house. With great 
ease, the interior makes the transition from the client’s personal needs (sleeping, eating. 
storage, work, relaxation) to serving as a handsome and efhcient background for entet 

taining. Key furnishings are the sofa-beds and three cabinet units, all designed by the 
architect. The sofa-beds are extraordinarily flexible, with their sectional eiements, re- 
versible or removable backs, pillows, and coverings. Multipurpose, storage-engineered, 
and, above all, beautifully proportioned and agreeable to the eye, are the cabinet units. 
Against a quiet white background, splashes of brilliant fabric color; textured carpet; 
wood, metal, marble, and plastic surfaces provide interest and contrast. Thoughtfully 
placed fixtures and wall lamps fill special lighting needs. 

® Designer David G. Whitcomb’s solution for an architecturally uninteresting, low 

ceilinged, large room in a converted New York brownstone, introduced four contrasting 
wall treatments. Walnut paneling on the fireplace wall, sheer fabric around the window 
corner, an illuminated floor-to-ceiling screen, and a wall of mirror at the dining end 
provide architectural interest without intruding or making excessive demand on the 
eye. Slate, marble, cork, lacquer, and natural walnut of the designer’s custom furniture 
contribute enriching surfaces. Judicious use of the owner’s antique lamps and decora- 
tive objects lends warmth and grace to the interior. 

@ With great skill and taste, Interior Designer Bertha Schaefer opened two small useless 
rooms in a family apartment to create a beautiful and comfortable room for family din- 
ing as well as large dinner-parties. Every element in the new design was chosen to 
overcome an existirs (and unchangeable) liability. A close color scheme unifies and 
enlarges visually the poorly proportioned space; subtle wallpaper and a delicately drawn 
mural seem to widen the narrow dimension; a hand-woven fabric divider not only shields 
the kitchen entrance but also cuts off the room’s too great length. The inventive ceiling 
panels serve both to light and to camouflage ugly beams. When the room acts as only 
a foyer, or for family dining, the furniture takes a minimum of space, yet the expandable 


table opens to seat 12. Behind the fabric divider is a storage-serving pantry. 
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apartments 


area one-room apartment 


lecalien New York, New York 


architect Felix Augenfeld | 























data 


Design Theory: Maximum utilization of 
limited space; uncluttered appearance; 
living functions distributed through 
area, as in the different rooms 

» house. To achieve this economy 

f space, most of the cabinetwork— 


especially those pieces that serve the 
highly mechanized needs of video- 
audio entertaining—was architect-de- 

jned ustom-made. Conversation 
jyroup near window riented to park 
view 


Color Plan: All-white background, 





walls and ceiling. Yellow carpet. Mul- 
; red ant an nill ‘ - . 
Yok ee oS dining near view window 
tery fabrics. 
cabinetwork 


Bar Cabinet, Television, Radio, Rec- 
ordplayer, Desk: architect-designed/ 
executed by Payer & Wangemann, 1!797 
First Ave., New York, N. Y. 


equipment 
Video, Audio, Tape Recorder Equip- 
ment: Custom Te sion, 1947 Broad- 
way. New York. N. Y. 


furnishings and fabrics 6 {/G—t Up AU 
' 7 i a 4 
Dining Chairs, Cocktail Table: Knoll r tT | TT I 
Associates, 575 Madison Ave., New f r] | es { we 
York, N. Y. . } — ae a : “A 2 
Fireplace Chairs: Baker Furniture, Inc., . +> 


Exhibitors Bldg., Grand Rapids, Mich. : . activity-dictated plan 


Dining Table: Herman Miller Furniture 


C Zeeland, Mich. ie 4) 
Round Magazine Table, Daybed, Ot- = 
tomans: architect-designed, custom- 
4 A 
built AA 
. tnt : . i . r 4 y 5- ear 1s 
Linen on Dining Chairs: Knol! Associ- — Cr 7 | inde ania , 
Silk on Fireplace Chairs, Pillows: Thai- " 
bok Fabrics, Ltd., 3 E. 52 St., New 3 ; —it 4 © 
fork, N. Y. > ] 
Horsehair Drapery: Marie Nichols Fab- > 
5, 300 E. 6! St., New York, N. Y. o i , ‘ u 
~~ r 
— r 
room divider olihAm , 
Blind: Thru-Vu Vertical Blind Corp., ; , : ” fT TW 
Box 266, Rye, N. Y. . ] , . | . reign 
a ae 
lighting l : s dh Nan 


Ceiling Fixture: Finland House, 4! E. 
50 St.. New York, N. Y. 

Wall Light: Plus Stud 713 Madison 
A New York, N. Y. 

Portable Floor Lamp: Altamira, Inc 
10 &. 54 St.. New York, N. Y. 
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one-room apartment by Felix Augenfeld (continued) 








reverse-back sofa-bed 
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video-audio-desk unit 


sofa hs bed 
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data 


Design Theory 
tated a ‘retiring 


plished by 


area 
location 


designer 


id = 


surfaces and colors. 


tectural nterest 


ngea room 


nents were ntre 


paneling, lar 
sarge mirrored 
sminated scr 
ucent white ¢ 
ceiling to floor 
Color Plan: 
walls, eiling 
peated n 


Natura 


wood 


Low-key 


some 


»duce 
srea of fabr 


area, free-stand 


f walnut and tr 


ail extending fr 


neutra 
draperies; 
hairs 


ne 


living room 
New York, New York 
David G. Whitcomb 


rr 


tne 


furnishings and fabrics 


Round Marble Table, Walnut and Slate 
End Table, Walnut and Cork Cocktail 


Tables, 
Storage Commode: 

David G. Whitcomb, 5 E 
New York, N. Y 


Walnut and White Lacquer 
custom-designed 
73 St 


Walnut Drop-Leaf Dining Table: Dun 


bar Furniture Corp 
York N. Y 


Painted Chairs: French Provincia 
840 Third Ave., New York, N. Y 


305 E. 63 St. 


New 


Lounge Chairs, Sofa: Widdicomb Fur 


305 E. 63 St 


niture Inc 


N. Y. 


New York 


Drapery white “Orlor 
Sreef, 4 E. 53 St., New York 
Upholstery: Weavercraft Fabr 
New York. N. Y 
Pillows: Thaibok, Inc., 3 
York, N. Y. 


53 St 


walls, flooring 
Mirrors: Sutton Glass & Mirror 
89! Third Ave., New York, N. Y. 
Walnut Plywood: U.S. Plywood Corp 
55 W. 44 St.. New York, N. Y 
Free-Standing Screen: natura! 
and ‘‘Polyplastex standard fluore 
incandescent bulbs f 


wainut 


cen? and 
~ nating. 
Floors: oak-stained teak/ executed by 
City Service Floor Co., 124 W. 63 St., 
New York, N. + 





area 
location 


interior designer 


dining foyer 
New York, New York 


Bertha Schaefer 
















data 


Design Theory 


Color Plan 
: “= 


a 





furnishings and fabrics 


Dining Table and Chairs: tat * 


w3 


h 


Dining Chair Upholstery 


Vow 


Window Shade: » 


" 
‘ 


Divider Pane 


lighting 
Ceiling Panels 


whit “ 


walls, flooring 
Wood Veneer Paper 


tw 


Ave., New York. N 


Mural: Row 


» i 
New 


Carpeting 


w 


accessories 


Bowl, Jar 
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In a 27° x 50’ area (Space 1802 Merchandise 
Mart), Du Pont dramatizes the extensive story 
of nylon in fabrics and floor coverings. Exhibit 
includes samples of upholstery fabrics from 
more than 30 mills, carpeting from more than 
20 mills, upholstered furniture, and a range 
of sheer fabrics. Keying the entrance are a 
Dorothy Liebes woven panel in hot pinks, 
orange, and red; a brass Baker chair covered 
in Claret Pink and Lacquer Red spun nylon 
with Lurex; a red, black, and white handwoven 
scatter rug. Nye-Wait wall-to-wall carpeting is 
black-and-white tweed. Mirror reflects Finland 
House fixtures above divided carpet sample dis- 
play unit. Display designed and built by 
General Exhibits & Displays, Inc., Chicago, 
with Donovan Worland as designer. Exhibit 
arranged and color co-ordinated by Dorothy 
Liebes. Nylon fibers: E. 1. du Pont de Ne- 
mours & Co., Wilmington, Del. 


Chicago market highlights 


You, the architect, have become the “cus- of the ultimate consumer. craftsmanlike use of natural and man- 


tomer who is right” to the home-furnish- In the new furniture, you will find a made materials for surface enrichment, 


adding discreet texture, sparkle and ele- 


ings manufacturer. Speakers at the June 
furniture market showings in Chicago em- 
phasized that “architecture is a major 
reference point in today’s design”; that 
“we think of function in relation to ar- 
chitecture”; that “furniture is something 
to be integrated into the architecture of 
the home.” Manufacturers consistently re- 
ferred to new merchandise as architec- 
tural in character, in scale, in function. 
This focus on the architect has gradu- 
ally been developing as your own work 
more and more encompasses interior plan- 


ning, more and more influences the values 


“custom approach” to simplify your in- 
terior planning. Virtually all manufactur- 
ers are offering “componeat collections.” 
There are case pieces designed to fit 
flush, to stack or to line up, ready to be 
unified to fill storage needs. There are 
upholstered pieces that permit custom se- 
lection both of design and size through a 
diversity of arm, leg, back, and tailoring 
treatments. Occasional tables to fit par- 
ticular areas may be specified in many 
finishes, heights, lengths. 

Two other marked trends are present, 
closely related to each other. One is the 


gance. The other is the softer, warmer 
look that results both from such materials 
usage and from the effect on design in- 
spiration of past periods and of foreign 
countries. This does not mean that the 
new “modern” is “traditional.” It does 
mean that a fine feeling of design con- 
tinuity has been achieved by relating the 
emotional satisfaction of classic design to 
the living habits of today. Although the 
new furniture has the curved lines and 
the rooted quality of familiarity, it could 


have been designed only in this time. 


Edward Wormley’s curvilinear mahogany-and-cane dining chair 
from his new Contour Collection epitomizes the grace, lightness, 
and sculptured look of the market’s new furniture. Dunbar Fur- 


niture Corporation, Berne, Ind. 


With an eye to the architect's practical problems, Ben Rose puts his 
print designs on two durable new fabrics: “Gem” Boucle, a heavily 
nubbed Fiberglas with three times the abrasive resistance of previous 


weaves and new translucent-opaque qualities; 


and a linen-and-mohair 


blend developed for institutional hard usage. Shown is “India,” in 
large and small scale mosaic squares, three-color overprint. Ben Rose, 
Inc., 1129 W. Sheriden Rd., Chicago 40, Tl. 
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An outstanding value in Bruce Floors 


There’s more beauty, more durability 


. more value . . . in ever-popular 
Bruce Strip Oak Flooring with the fa- 
mous “Scratch Test” Finish. It saves 
two ways: (1) There’s no time-con- 
suming sanding and finishing. (2) In- 
stalled cost is less than unfinished floor- 


ing plus on-the-job finishing. The Bruce 
factory-applied finish brings out all the 
beauty of the wood . . . outwears sur- 
face finishes 3 to 1. Bruce Strip Floors 
are also available unfinished. Write for 
booklet. See our catalog in Sweet's 


E. L. BRUCE CO... MEMPHIS 1, TENN 


Bruce PREFINICHED CTIRIP Hardwood Floors 
Naturally Beautiful | 











ee 
x 


ae WG 


fora 
LIGHTER, 
Cy SAFER 
STAIRWAY 











Here’s a decorating idea that makes a lot of sense Architects: Palmquist & 
. hs “or . Ie Wright, Detroit. Designer- 
and is as exciting as it is practical! See how Builder: Richard B. Poll- 


man, Detroit. 


the beautiful panels of Blue Ridge Patterned Glass 
flood the stairway with light. Being translucent, 
the glass wall provides privacy yet transmits the 
light. Blue Ridge Patterned Glass is neutral in 
tone . . . fits perfectly with any color scheme or 
decorating style. 

Chere is a variety of patterns for a variety of 
effects. You can choose from linear, checkered or 





over-all designs, and use plain, textured or Satinol* 





finish. The wide range of lovely patterns lets you 


use a uniform size and similar framing in many B a U E R iD G E 


houses, yet gives each a distinctive treatment. 
Panels of Blue Ridge Glass are wonderful for PA TTE R NED GL A yy Ss 


remodeling, too. 
BLUE Made by BLUE RIDGE GLASS CORP. 


L 
Of 


Sold by LIBBEY - OWENS- FORD Glass Distributors (GLASS) 


Your L:O-F Glass Distributor or Dealer can 
give you more information and show you samples. 
Look for him under “Glass” in the yellow pages 
of the phone book. *® 












, 


Libbey-Owens-Ford Glass Co., Dept. B-985 
608 Madison Avenue, Toledo 3, Ohio 


Lileat for detign 


Our 16-page book illustrates 


Please send me my copy of the Blue Ridge book of ideas on decorating with 
potterned glass. 
many ways leading architects 


and designers have used this Name (please print) 





versati.e glass for striking effects 
Street ___ 





in homes. Mail the coupon. 











City Zone——_State. 
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1, 2. Light scaling, slimly modelled lines in a 
"Flip-Flop" sofa that converts to a 30” x 
84” sleeping surface by flipping back cushions 
on attached th hinges, flopping wedged 
seat cushions from front to back. Foam-rubber 
construction, mahogany trestle base. Designed 
by Edward Wormley. Dunbar Furniture Cor- 
poration, Berne, Ind. 

3. Comfort and curves combine with mechan- 
ical ingenuity for a convertible sofa that is 
adjustable to eighteen positions. Either side 
nay be raised or lowered, both sides may be 
flattened for sleeping. Foam rubber, remov 
able zippered cover in |! colors, Tubular stee 
frame. 76” long, 45” wide when opened, 33’ 
high, seat 14” high. Retail: $495. By Tecno 
of Italy. M. Singer & Sons, 32 E. 19 St., New 
York, N.Y. 


4, 5. Fine wood graining creates its own pat- 
Ter soDineTw k t Jesign nterest in 
a walnut storage unit with four 41” drawers 
ne side mpertment with adjustable 
shelf on the other. Designed by Gio Pont 
Pull-up chairs vered in synthetic washable 
ae 
Sloveskin mportea trom italy, are tight 


mpact mtortable 


M. Singer & Sons, 32 
E. 19 St.. New York, N.Y. 


6, 7. Expre examples f enrichment 
Througn sé t tT materia sre the 
two pieces. The Cocktail Table with solid 


piank walnut top in perique§ finish is iniaid 
with elongated butterfly splines of ebony. 
H-shaped supports are ebony-stained, sma 
drawers are ebony-fronted. 72” long x 24’ 
wide x 16” high. The Storage Unit conceals 
shelf and drawers behind a drop tront door 
patterned of teak, walnut, beech, and ebony 
Narrow drawers at right are both served and 
decorated by ebony shaped pulls. Slim metal 
|-bar pedestal base has the new floating look. 
Both designed by Milo Baughman. Arch Gor- 
don & Co., Inc., 1335 N. Wells St., Chicago 
10, tl, 

8. Nostalgic yet entirely contemporary, up- 
holstered tub chair with cantilevered arm 
rest. Construction is foam-rubber slabs over 
coil springs. From tie Planner Collection, De- 
signed by Pau! McCobb. B, G. Mesberg Na- 
tional Sales, Merchandise Mart, Chicago, Ill. 
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~ CERTIFIED 


give Lest results / 





@ No one knows better the value of CERTIFIED CBM BALLASTS than the 


manufacturers of fluorescent tubes. For the satisfactory performance of their 


lamps is vitally dependent on the ballasts that operate them. They know 
CERTIFIED CBM BALLASTS are Tailored to the Tube. 


CHAMPION says: 


“Fluorescent lamps are designed to operate at 
specific electrical values. The use of auxiliary 
equipment that has been proven to meet these 
agreed upon standards will assure the user 
maximum value for his lighting dollar with a 
minimum of operational failures. Certified Bal- 
lasts are inexpensive insurance.” 


GENERAL ELECTRIC says: 


“The life and light output ratings of fluorescent 
lamps are based on their use with ballasts pro- 
viding proper operating characteristics. Bal- 
lasts that do not provide proper electrical values 
may substantially reduce either lamp life or 
light output, or both. Ballasts certified as built 
to the specifications adopted by the Certified 
Ballast Manufacturers (CBM) do provide values 
that meet or exceed minimum requirements. 
This certification assures the lamp user, with- 
out individual testing, that lamps will operate 
at values close to their ratings.” 

























SYLVANIA says: 


“The light and life ratings of fluorescent lamps 
are based on three hour burning cycles under 
specified conditions and with ballasts meeting 
American Standards Association specifications. 
Ballasts marked with the CBM emblem and 
certified by Electrical Testing Laboratories, 
Inc., meet ASA specifications.” 


WESTINGHOUSE says: 


“Use ballasts that are tested and Certified by 
Electrical Testing Laboratories or ones that are 
otherwise known to meet the specifications of 
the lamp manufacturer. These will give best 
results with Westinghouse fluorescent lamps.” 


That’s why CERTIFIED CBM BALLASTS 
merit the slogan—Tailored to the Tube. 





Certified CBM Ballasts are built to 
assure quiet operation and long 


trouble-free life. 











—ERTIFIED BALLAST MANUFACTURERS 


Makers of Certified Ballasts for Fluorescent Lighting 


2116 KEITH BLDG., CLEVELAND 15, OHIO 
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Chicago market highlights 


New Carpets introduced at the Merchandise Mart offer a gratify 
ing diversity of textures Tweecy ertects subtie fashion coors. 
Strongly conscious of contract use of carpeting in hotels, motels, 
offices, churches, and other heavy traffic areas, carpet manufactur- 
ers stress sturdiness and durability of construction, pile-height con- 
trasts and color effects that show least so 

1. “Pepper Ridge,” tufted, all-w C 
for a nubby, hand-braided effect. A. & M. Karagheusien, Inc., 295 
Fifth Ave., New York, N. Y. 


»p pile in variegated colors 


a “Dignity,” multilevel looped texture Wilton, all-wool face yarns. 
James Lees & Sons Co., Bridgeport, Pa. 
3. “Mayan,” all-wool Wilton in 4-1-1 ratio color-combination design 


with figured colors accented above ground pile surface. Nye-Wait 
Company, Inc., Auburn, N. Y. 


4. "Rippletone,” al!-wool double-pile construction, basket-weave base 
multitone texture rings. C, H. Masland & Sons, Carlisle, Pa. 
5. "Charonne,” sculptured-w Wilton broadloom, small leaf de 
sign in high-cut pile and low loops. Archibald Holmes & Son, Phila- 
delphia, Pa. 

6. “Ebb Tide," two-level cut pile in all-we random texture weave 


heavy latex-coated backing, Artloom Carpet Co., Inc., 295 Fifth 
Ave., New York, N. Y. 


7. “Tamarack,” round-wire texture, all-wool loop pile high and low 
rubberized back. Mohawk Carpet Mills, Inc., Amsterdam, N. Y, 
8. “Corday,” all-wool, looped varied pile heights. Bigelow Rugs & 


Carpets, 295 Fifth Ave., New York, N. Y. 





Only WATER can give a home all these 
COMFORT ann CONVENIENCE FEATURES! 





With modern baseboard or radiant panels, every 
inch of the house is kept in warm, draft-free 
comfort. 





In a water cooled home, correct compen- 
sation can be made for summer heat gain. 





The B & G Hydro-Flo & 


System provides a year 
‘round supply of hot 
water for kitchen, laun- 
dry and bath. Plenty for 
automatic clothes and 
dish washers. 


Hydre-Fic Systems | 


*Reg. U.S. Pat. Off. 


Snow melting coils 
can be installed un- 

i der drives and side- 
walks and circulated 
with hot water from 
a B & G Hydro-Flo 
System. 








This is today’s most versatile provider | Next, Hydro-Flo snow melting equipment can be added, 





of year ‘round comfort and conven- to keep drive and sidewalks free of snow and ice. And 
ience! All the benefits of a B & G now or later, summer cooling can be provided in a 
Hydro-Flo System can be enjoyed at once or added as _ choice of several ways. 


the owner's budget permits. Get the complete story—send for free booklet. 


Starting with the basic Hydro-Flo Forced Hot Water 
Heating System, you give your homes radiant, sunny 


warmth . . . draftless rooms . . . warm floors. Automatic TT 
modulation keeps indoor temperature uniform—no t LL & Fe 4 oa 


wasteful over-heating. In addition—a limitless supply COM PAN Y 
of domestic hot water, heated by the same boiler that Dept. DZ-37, Morton Grove, Ill. 
heats the house. Canadian Licensee: S. A.Armstrong Lid., 1400 O'Connor Drive, West Toronto 
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Grass Cloth Sample Book: ‘Collection 9,"' con- 
taining samples of grasscloth, shiki silks, wood 
grains, parkayed (12" counter-grain squares) 
grasscloths, metal grounds, and other Oriental 
background wall coverings/ all imported from 
Japan/ materials quality-controlled for ‘iber, 
fading, and shading/ cost of sample book: $3/ 
The Warner Co., 108 S. Des Plaines St., 
Chicago 6, Ill. 


Landscape Lighting Unit: 
floodlight for landscape lighting/ high in 
light source enhances foliage with 


mercury vapor 
tensity 
blue-green light/ all aluminum watertight con- 
struction/ bullet-shaped reflector with 45 de 
gree cutoff to prevent glare/ rust-proof, 
manually operated swivel/ self-draining, self- 
cleaning shade/ may be placed on ground 
fastened to a tree or building, or set into 
ground/ retail: $66/ Lightolier, Inc., II E. 
36 St., New York, N. Y. 


Blackout Venetian Blind: overlapping slats cut 


ff light infiltration/ flutter-proof/ may be 
tilted to provide any degree of light control 
n “Linen Fresh" color and other standard 


olors/ plastic tape has dust-rejecting smooth 


surface, cross-fiber construction for extra 


strength and tear-resistance/ Levolor Lorent- 


zen, Inc., 720 Monroe St., Hoboken, N. J. 


Teller's Counter: permanent, fully equipped 
teller's unit for banks/ may be relocated 
easily for temporary use also/ 40" high, 


counter-top 5’ x 3'/ of steel, Decoral-color to 
harmonize with metal, wood, or marble/ top 
of Textolite bonded to steel/ sound-proof felt 
wicket, two 
outlets/ 


two-position currency tray turns 90 degrees/ 


backing/ assembly includes grill 


drawers, storage lockers, electrical 


also available with electrically operated re- 
mote-contro! teller’s gate/ Mosler Safe Co., 


Hamilton, Ohio. 


Enclosed Lighting Fixtures: “Wallite"/ single 


lamp model, incandescent only, of die-cast 


aluminum, available in satin natural finish or 


green, yellow, or beige baked-on lacquer/ 
high-reflective interior directs light through 
prismatic diffusing plate/ ready-mount back 
plate carries all wiring, weighs 4 oz./ retail: 
$14; double-lamp model of #20 gage cold- 
rolled steel with heavy plastic end plates 
medium gray/ incandescent/ retail: $21.60; 
fluorescent/ $22.60 with low-power 


ballast, $28.40 higher power/ both 
sizes designed to provide plentiful diffused 


retail: 
factor 
localized lighting is 
required/ Gotham Lighting Corporation, 37- 
O! 31 St., Long Island City |, N. Y. 


illumination wherever 


Fiberglas Swatch Book: over 300 swatches of 
piece-dyed fabrics and photographs of more 
than 250 prints with accompanying swatches 
of 24 print cloths/ book is 12" x 14" with I" 
multiring binding/ samples included are from: 
Ben Rose, Inc.; Charles Bloom, Inc.; Cheney, 
Greef & Co., Inc.; Cohn-Hall-Marx Co.; Dan 


p/a interior design products 





Cooper, Inc.; Covington Fabrics Corp,. Eagle- 
Knoll 


Laverne 


sham Prints; Elenhank Designers: Tex- 
tiles, Inc.; Jack Lenor Larsen, Inc.;: 
Inc.; Moss Rose Mfg. Co.: Quaintance 
Fabrics; F. Schumacher & Co.; Scott 
Fabrics Corp.; Thortel Fireproof Fabrics, Inc.; 
Titus Blatter & Co.: Norman Trigg, Inc.; Wit 
combe, McGeachin & Co./ $10/ 
Owens-Corning Fiberglas Corp., Department 


210, 598 Madison Ave., New York 22, N. Y. 


Isabel 


retail: 








Kennatrack Series 600 
door hardware is designed for 
quality wardrobe installations of 
134-134 in. doors/ door weight 
is evenly distributed over 8 self- 
aligning nylon wheels for finger- 
tip operation/ e-truded alumi- 
num double track automatically 

assures correct spacing between 

doors/ heavy gauge steel hang- 

ers have threaded vertical ad- 
justment for exact alignment of 


sliding 


door to jamb. 

New nylon Kennaguides which 
screw to floor can be used with- 
out saw kerf in bottom of door/ 
spacer goes between 
doors/ side guide goes at out- 
side of each door and 
slotted for easy adjustment. 


center 


ere 





“Surf Plank’/ 
relief from 


Decorative Lumber Planking: 


yrain of wood stands out in 
suggestive in appear- 
short 


planks for ful 


etched-out background 


ance of driftwood in lenaths for 


wainscotting onaer length 


room panelina/ lona edaes are ship-lapped 
eliminating need for verticel icint treatment 
5/8 thick: 6 8", and 10 wide; 
from 4° to 10'/ United State Plywood Cor- 


poration, 55 W. 44 St., New York 36, N. Y. 


lengths 














a 


1-15/le 


ba 3/4" 


! 
1/16" 

















11/16" 
1.3/8" D00RS 
: * 
. 
var Pe "4 
SHIM ol * 
3/4” 
y~ 15/16" 
nie 1-17 
1%’ 
DOORS Vive} |yn/te" 





The Kennatrack “Architectural Portfolio” 
gives you full information for detailing 
this complete line of sliding door hard- 
ware/ its scaled detail drawings save you 
valuable time/ write manufacturer for 
free copy/ Kennatrack Corporation, Elk- 
hart, Indiana. 
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ie - 
Celia 


in e a 
Like Easy Fishing? 


cet NE Sherarduct 
RIGID STEEL CONDUIT 


Easy fishing . . . that’s one reason contractors like Sherarduct rigid 
steel conduit. In addition to a smooth inside surface, Sherarduct’s 
accurately cut threads let conduit ends butt inside the coupling .. . 
eliminate gaps that interfere with easy fishing. 

Sherarduct has other plus features as well: The Sherardizing 
process of galvanizing that alloys zinc with the conduit wall, (plus a 
baked-on Sher-enamel coating) fortifies Sherarduct against rust and 
corrosion for life. All surfaces, including the hill and valley of every 
thread, are securely protected against corrosion. 

Finally, the gradual heating and cooling of the Sherardizing process 
normalizes the metal in an annealing like process. Result: easier 
working, forming and bending on the job. 

Write for a free copy of our new Sherarduct facts book. You’ll see 
why the Sherardizing principle makes Sherarduct “‘galvanized conduit 
at its best.” 


Listed by Underwriters’ Laboratories, Inc. 









LIFE-TIME CORROSION PROTECTION 
EASY FISHING 
ZINC PROTECTED THREADS 
STRONG COUPLINGS 
THOROUGH GROUNDING 
EASY BENDING 


Sherardizing is galvanizing at its best... Sherarduct is galvanized conduit at its best 
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National Electric Products 


PITTSBURGH, PA. 
3 Plants « 10Warehouses «+ 36 Sales Offices 





Editors’ Note: Items starred are particularly 
te Noteworthy, due to immediate and widespread 

interest in their contents, to the conciseness 

and clarity with which information is prv- 
sented, to announcement of a new, important prod- 
uct, of to some other factor which makes t 
especially valuable. 


air and temperature control 
1-42. Ceiling Diffusers (F-6597), 28-p. 
catalog containing information on square 
and rectangular ceiling diffusers, designed 
to match acoustical tile in size appearance. 
Also describes linear-design diffuser for 
either supply or return air, available with 
integral fluorescent-lighting units. Photos 
and dimensioned drawings; performance- 
data tables. Barber-Colman Co., Rockford, 


1-43. Sizing Cooling-Tower Pumps and 
Piping (GR-155), 8-p. guide outlining pro- 
cedure for most efficient, economical selec- 
tion of cooling-tewer pumps and piping. 
Includes sketches of typical-design prob- 
lem and cooling-tower installations; gives 
selection charts for pumps as well as saim- 
ple work sheet. Bell & Gossett Co., Mor- 
ton Grove, Ill. 


1-44. Absolute Filter (CC-202-AF). 8-p. 
brochure explaining development of high- 
efficiency air filter designed to control 
minute dust particles carrying pollen, bac- 
teria, or radioactivity. Contains charts on 
performance, pressure drop, and dimen- 
sions; drawings, specifications. Cambridge 
Filter Corp., 738 Erie Blwd., E., 
! @ A 


1-45. Propeller-Fan Unit Heaters, ALA 
30-C-43 (1301-A), 12-p. bulletin giving data 
on unit heaters for installation with steam 
or hot-water heating systems, Charts pro- 
vide basic information on conversion fac- 
tors, capacities, and dimensions; drawings 
show construction features in addition to 
typical piping arrangements. C. A. Dunham 
Co., 400 W. Madison St., Chicago 6. II. 


Syracuse 


1-46. Utility Blowers (BC-11), 48-p. cata- 
log covering line of nonoverloading blow- 
ers with backward-curved blades, Contains 
performance data for belt-drive or direct- 


p/a manufacturers’ literature 





drive blowers; describes double and triple- 
blower units. Drawings, dimensions. Hart- 
zell Propeller Fan Co., Piqua, Ohio. 


1-47. Utility Fans (DS-348U), 24-p. book- 
let describing centrifugal fans. Outlines 
construction features of belt-drive or di- 
rect-drive fans; provides data for selection 
of fan. Also includes information on spe- 
cial installation requirements. Drawings, 
specifications; tables of 
capacities, The Trane Co., La Crosse, Wis. 


dimensions and 


construction 


2-57. Architectural Woodwork: Exteri- 
or and Interior Solid-Core Flush Doors, 


ATA 19-El (5), 12-p. brochure—fifth in 
series on woodwork—describing construc- 
tion of+«solid-core flush doors. Presents 


general information on lights, special hard- 
ware, flashing, weatherstripping, and ve- 
neers; explains characteristics of standard, 
flush-framed, and mineral cores. Also gives 
data on special-purpose doors; drawings. 
Architectural Woodwork Inst., 332 S. Mich- 
igan Ave., Chicago 4, IIL. 


2-58. Berylex Concrete Admixture, 34 
pages of data sheets on chemical com- 
pound developed to produce quick-setting 
concrete. Describes properties of admix- 
ture as well as its use in salt-proof roads, 
acid-resistant floors, and retopping of mon- 
olithic slabs; provides formulas for typi- 
cal mixes, Berylex Co. of Conn., P. O. Box 
255, Norwalk, Conn. 


2-59. Structural Clay Products Catalog, 
AIA 10-A (55-A), 16-p. publication fea- 
turing brick and structural clay tile manu- 
factured in modular sizes. Gives dimen- 
sioned drawings of all products including 
facing, load-bearing, and nonload-bearing 
tiles. Also contains list of references on 
specifications and modular co-ordination. 
Clay Products Assn. of the Southwest, 109 
Perry-Brooks Bldg., Austin, Tex. 


2-60. V-Lok Steel-Framing Design 
% Details (55-V), 40-p. reference manual 

for architects and engineers contain- 
ing typical details for interlocking, steel 
structural members. Photos and drewings 
illustrate several recent projects: framing 
plans show typical layouts for industrial 


buildings and schools, Macomber Inc., 


Canton Ohio. 


2-61. Medusa Cements Manual, 28-p. 
pocket-size booklet discussing uses, appli- 
cations, and specifications of portland, wa- 
terproofing, or tile-grout cements. Contains 
data on gray, white, air-entraining, or high- 
early-strength portland cements; gives rec- 
ommendations for proper proportioning, 
mixing, and curing of concrete. Tables for 
estimating cement quantities. Medusa Port- 
land Cement Co. 1000 Midland Bldg., 
Cleveland 15, Ohio. 


2-62. Metal-Lath Membrane Fireproof- 
ing for Steel Buildings, AIA 20-B-1 (3), 
l6-p. pamphlet on fireproofing of 
frame buildings. Typical details 
methods of fireproofing columns, ceilings, 


steel- 
show 
and beams; tables provide data on physi- 
eal properties of assemblies, Also includes 
double-hung 
ceilings, cellular-steel floors, and air-con- 
ditioning outlets. Metal Lath Manufactur- 
ers Assn., Engineers Bldg. Cleveland 14, 
Ohio. 


material on fireproofing of 


2-63. National Design Specifications for 
Stress-Grade Lumber and Its Fastenings, 
ALA 19-B-1, 72-p. guide to assist in design 
efficient, 
Gives gencral specifications for stress-grade 
lumber in detailed 


stresses, design 


of more economical structures. 


addition to require- 
ments on allowable unit 
loads, recommended-construction practices, 
and connections. Also contains information 
structural members. 
1319 18 St. N. W., 


on glue-laminated 
Timber Engineering Co., 
Washington 6, D. C. 


2-64. Weldwood Plywood Panels, AIA 
19-F (1034B), 32-p. containing 
details and specifications for architectural- 


brochure 


grade plywood panels. Gives basic infor- 
mation on characteristics and manufacture 
of veneer: design of 
paneling as well as details of construction. 
Also discusses surface finishes. U. S. Ply- 
wood Corp. Weldwood Bldg. 55 W. 44 
St.. New York 36, N. Y. 


provides data on 


2-65. Welded-Wire Fabric Design 
*% Manual, AIA 4E2 (BC-50), 48>. 
manual covering use of welded-wire 


(Continued on page 149) 








PROGRESSIVE ARCHITECTURE, 430 Park Avenue, New York 22, N. Y. 


| should like @ copy of each piece of Manufacturers’ Literature circled. 


We request students to send their inquiries directly to the manufacturers. 


please print 
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Under Toughest floor trattic and 
service conditions... 








PrRooucrTe?s 


5-Manville 


LEX 


John 


Heavy traffic in this Budd Company 
R.D.C. diesel-powered passenger car 
has little effect on the durable J-M 
Terrafiex floor. A damp mopping, 
whenever necessary, will restore it to 
its first-day color beauty. 


provides beauty, color and wear 
with minimum care 


On THE FLOOR of this railroad car, 
Johns-Manville Terraflex Tile gives another 
demonstration of its ability to meet stringent, 
heavy-traffic requirements with lowest possible 
maintenance cost. In spite of continuous, con- 
centrated aisle traffic this Terraflex floor retains 
its sparkling, first-day beauty with a minimum 
of care. 


Made of viny] and asbestos, J-M Terraflex is 
exceptionally tough and resistant to wear. . . 
defies grease, oil, strong soaps and mild acids. 


Terraflex can reduce maintenance costs one 
half. In actual use, tests showed Terraflex main- 
tenance expense to be approximately 50°% less 
than the next most economically maintained 
resilient flooring. Its nonporous surface requires 
no hard scrubbing . . . damp mopping usually 
keeps it clean and bright . . . frequent waxing is 
eliminated. Through years of economical serv- 
ice Terraflex pays for itself. 


Available in a wide range of marbleized colors, 
J-M Terraflex vinyl-asbestos tile is ideal for 
restaurants, public areas, schools, hospitals . . . 
wherever reliable floor service, long-wearing 
beauty and long-time economy must be 
combined. 

For complete information about Terraflex 
vinyl-asbestos floor tile, write Johns-Manville, 
Box 158, New York 16, N.Y. 











See ““MEET THE PREss”’ ? 
on NBC-TYV, sponsored 

on alternate Sundays 

by Johns-Manville 


Johns-Manville 
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fabric in reinforced-concrete construction. 
Explains design procedure for short-span 
construction including tables and detail of 
framing; discusses use of wire fabric in 
poured-in-place, lightweight-steel, or tilt-up 
construction. Also contains data on fire- 
proofing, temperature reinforcement, and 
cement-gum work. Tables for estimating 
weight, sectional area of wire fabric; pho- 
tos, drawings, specifications. Wire Rein- 
forcement Inst., Inc., National Press Bldg., 
Washington 4, D. C. 


doors and windows 

3-40. Arcadia Sliding-Glass Doors and 
Windows, AIA 16-E (1955-75), 12-p. book- 
let illustrating steel-framed doors and win- 
dows. Describes features of construction: 
gives data chart covering glass, frame, and 
rough-opening dimensions. Details show 
installation and operation of windows in 
frame, concrete, or brick-veneer construc- 
tion. Specifications. Arcadia Metal Prod- 
ucts, P. O. Box 657, Arcadia, Calif. 


3-41. Fenestra Panels, Sash, and Doors 
for Schools, folder enclosing 16 data 
sheets on steel building panels for school 
construction. Drawings and details show 
acoustical-panel ceilings and cellular-steel 
roof construction; photos illustrate descrip- 
tien of doors and windows. Detroit Steel 
Products Co.. 2250 E. Grand Blvd., De- 
troit 11, Mich. 


3-42. Kawneer Flush Doors, AIA 16-B, 
4-p. circular illustrating aluminum flush 
doors of sandwich-panel construction. 
Drawings show installation of louvers, win- 
dow frames, and door closers in honey 
comb-core door; also contains specifica- 
tions and standard sizes. The Kawneer Co., 
Niles, Mich. 


3-43. Hardware for Hospitals, AIA 27, 
20-p. booklet containing up-to-date recom- 
mendations on hardware for hospitals of 
all types. Outlines basic requirements for 
hardware; gives hardware scheJules for 
general-purpose areas in addition to labs, 
radiographic suite, nursing unit, psychiat- 
ric ward, operating suite, and nursery. Na- 
tional Builders’ Hardware Assn., 515 Madi- 
son Ave., New York 22, N. Y. 


3-44. Roddiscraft Doors, AIA 19-E-1 
(RPC 5), 8p. pamphlet describing con- 
struction of flush-veneered doors. Contains 
information on fire doors, solid-core, hol- 
low-core, and lead-lined doors; provides 
diagrammatic details of hardware, lights, 
and standard types. Drawings, specifica- 
tions, Reddis Plywood Corp., Marshfield, 
Wis. 


3-45. Vampco All-Aluminum Products, 
40-p. catalog giving information on alumi- 
mum windows. Provides details of inter- 
mediate-projected and ribbon windows; 
also includes data on heavy-section custom 
classroom windows and curtain wall. Pho- 
tos, drawings, specifications; material on 
sun canopies. Valley Metal Products Co., 


Plainwell, Mich. 


electrical equipment, lighting 
4-29. Kliegl Architectural Lighting (A- 
11), 36-p. catalog on lighting fixtures suit- 
able for commercial or residential instal- 
lation. Illustrates recessed and suspended 


p/a manufacturers’ literature 





aluminum fixtures; contains information 
on pin-hole down lights, accent lighting, 
and dimmers. Drawings, dimensions, engi- 
neering data. Architectural Div., Kliegl 
Bros., 321 W. 50 St.. New York 19, NY. 


4-30. Scotch-Brand Electrical Products, 
12-p. specification guide on plastic product 
for electrical construction and mainiencence 
work. Describes applications of tape, 


Vow! 


HAWS 


DECK-TYPE 


DRINKING 
FOUNTAINS 


EE ES a 





2 29 OF 


HAWS Series 2300, Model No. 2350 
(Pat. applied for) 


(Continued from page 147) 


spring conriectors, insulating putty, anid 
pipe insulation; lists properties of cach 
product. Photos, specifications, chart illus- 
trating typical applications im industrial 
plant. Minnesota Mining & Mig. Co., St. 
Pari 6 Munn. 


4-31. RLM Standard Specifications, AIA 
31-F-233 (55), 48-p. manual containing re- 
(Continued on page 150) 


HAWS 
Model No. 2350 


HAWS 
Model 
No. 2255 


Vow! The HAWS stainless steel Series 
2200 and 2300 with all the features that 
have made the white enamel cast iron 
HAWS Series 2000 so popular for school 
classrooms. Raised and sloped mounting 
rim that keeps water off deck or table 
top... VANDAL PROOF socket flanges 
and fittings...chrome plated sink strainer 
with non-removable grid... and avail- 
ability with any combination of HAWS 
faucets and fixtures. For Acid-Resisting 
Enamel finish, specify HAWS Series 2000. 


Write today for illustrated Detail Sheets 
on 2000, 2200 and 2300 Series! 


DRINKING FAUCET Co. 


1443 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 
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(Continued from page 149) 


vised standards for incandescent and fluor- 
industrial-lighting units. Explains 
increased requirements of reflection fac- 
tors, light output, shielding angles, and 
lamp spacing. Gives specifications for in- 
dividuai fixtures as well as for testing and 
inspection procedures. Drawings, perform- 
ance charts. RLM Standards Inst., Inc., 326 
W. Madison St., Chicago 6, Il. 


escent 


sanitation, plumbing, water supply 


7-13. Wrought-Iron Pipe Catalog, 52-p. 
manual covering technical information 
most often requested by architects and en- 
gineers. Contains general notes on wrought 
iron including specifications, mill stand- 
ards, and ordering instructions. Tables list 
properties of piping; charts give data on 


An extremely versatile natural clay 
type tile, available in a full range 


_ of attractive unglazed colors. Sizes 


1x1”, 2”x 1”, 2”x2”, all 4” thick. 
Rugged, impermeable, slip resist- 
ant, with high degree of vitrifica- 
tion. Mounted in choice of many 
patterns for easy and inexpensive 
setting, even in irregular spaces. A 
most practical tile for floors in 
Schools, Hospitals, Institutions and 
for Swimming Pools. 


Other Sparta Specialties include: 


FAIENCETTES—A quality glazed 
tile in matt and bright colors which 
are readily cleaned. Resistant to body 
oils, stains and germs. Sizes 1”x 1", 
2”x 1", 2”x2”, 4%” thick. 


DRESDEN —A stain resistant vitre- 
ous porcelain body tile for residen- 
tial and light duty commercial floors. 


ORSAN-—A new line of non-slip real 


a, clay tile with inviting flecked tex- 


tures in sizes up to 6x6 inches. 


Write for Complete Information 


THE SPARTA CERAMIC CO. 


of the Largest Manufacturers of Floor Tile Since 1922 


MEMBER TILE COUNCIL 


AND THE PRODUCERS 


men's Rena! 


P.O. BOX 4, EAST SPARTA, OHIO 
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decimal equivalents, gages, water flow, and 
conversion factors. Also provides material 
on heat-exchanger and condenser tubes in 
addition to piping for special uses. Engi- 
neering Service Dept. A. M. Byers Co., 
Pittsburgh, Pa. 


7-14. Ric-wil Insulated Piping Systems, 
90-p. notebook providing information on 
prefab, insulated piping for underground 
or overhead use. Outlines procedure for 
design of piping system; explains fabrica- 
tion of piping for special requirements. 
Also gives specifications, details, and in- 
stallation instructions. Ric-wiL, Inc., Bar- 
berton, Ohio. 


specialized equipment 


8-11. Wayne Rolling Gymstands, AIA 
35-F-11 (R-54), 16-p. catalog on gymnasium 
seating which folds away when not in 
use. Describes operation and construction 
of fixed as well as movable models; gives 
suggestions for layout of seating. Photos 
and drawings; dimensions, specifications. 
Wayne Iron Works, Wayne, Pa. 


surfacing materials 


9-13. Nevamar Surfacing 
circular illustrating plastic-finished 
nate. Color samples show solid, pearl, and 
linen patterns in addition to large selec- 
tion of wood-grain finishes. Gives data on 
properties and sizes of material; describes 
optional hardboard backing. The National 
Plastic Products Co., Odenton, Md. 


(N-107), 4p. 
lami- 


interior furnishings 


11-5. American-Standard Kitchen Prod- 
ucts (K55), 52-p. booklet presenting new 
line of kitchen cabinets and counter tops. 
Features steel cabinets with interchange- 
able drawers or shelves and snap-lock con- 
struction; gives drawings and dimensions 
for each unit. Also includes information 
on sink cabinets as well as plastic-laminate 
counter tops. Color chart for accessories. 
Plumbing and Heating Div., American 
Radiator & Standard Sanitary Corp., New 


York 18, N. Y. 


11-6. American Seating School Furni- 
ture (6074G), 24p. brochure showing line 
of schoolroom furniture. Gives data on 
several styles of classroom units; also de- 
scribes folding chairs, church pews, and 
auditorium seating. Drawings, dimensions. 
American Seating Co., Ninth and Broad- 
way, Grand Rapids 2, Mich. 


11-7. Weber Equipment for Homemak- 
ing Education, 22-p. 

11-8. Modulart Hardware, 28-p. 

11-9. Weberwall Movable-Partition Sys- 
tems, (W-155), 44-p. 


Three booklets showing cabinet and parti- 
tion units. First brochure illustrates cabi- 
nets, desks, and chalkboard units designed 
for homemaking classes; includes several 
layouts for home-economics classrooms. 
Second booklet details hardware and ac- 
cessories for retailing; gives specifications 
as well as photos. Third one shows mov- 
able wood or steel partitions; provides 
specifications. Weber Showcase & Fixture 
Co., Inc., 5700 Avalon Blvd., Los Angeles 
ll, Calif. 





evolutionary... New... 
FEAOE-WHHD 


VENTILATOR/LIGHT COMBINATION UNIT 


Model 1701 


for Bathrooms 


HANDSOME 
CHROME 
AND 

GLASS 
DESIGN... 


MOUNTS 
FLUSH IN CEILING 


OFFERS UNUSUAL APPEAL TO HOME BUYERS 


Another outstanding first from Trade-Wind! A combination bathroom ventilater and illumi- 
nator beautifully designed in a flush-type ceiling unit. Two 75-watt bulbs provide brilliant 
illumination. And the time-tested Trade-Wind 100 CFM blower unit assures complete venti- 
lation—for both inside and outside baths—eliminating steam, lingering dampness and odors 


Easiest to install... 


Trade-Wind Model 1701 installs between joists and the single installation gives you both 
light and ventilation, thus cutting installation expense. The unit is pre-wired, further elimi- 
nating extra work in running asbestos leads. It can be wired to a single switch or 3 
wires run to a double switch. The Trade-Wind Time-Delay Switch also can be used 


The PRICE will surprise you! 


Trade-Wind has priced the Model 1701 at a rock bottom figure, making this new 
light/ventilator combination an outstanding “buy” for every type of home. 


Grade-Dlitwéd Nttlerfars, ee. 
7755 PARAMOUNT BLVD., DEPT. PA, RIVERA, CALIFORNIA 
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CONVENIENTLY PACK- 
AGED — Complete light- 
weight packages in only 
two lengths are easy to 
stock .. . easy > handle on 


the job. “ Dp 6 | t 


Baseboard Convectors 


place. Dampers or air split- 
Advanced Perimaheat Baseboard design produces high effi- 





ter optional. 











ciency heating, the result of more than 28 years of YOUNG 
specialized heat transfer engineering and experience. 

Perimaheat heating elements feature aluminum fins mechan- 
ically bonded to copper tubes to form a double-walled con- 
tinuous metal heat transfer surface that produces maximum JOINT COVER 
heating efficiency. Cushion strip and free-hanging elements 
eliminate contraction and expansion noises. Smooth, attractive 
Perimaheat Cabinets are easy to keep clean. 

For further Perimaheat details, see your Young Representa- 
tive listed in the yellow pages of your telephone directory, or : ' : 
moll coupon below. INSIDE CORNER OUTSIDE CORNER 


Perimaheat is a Young Radiator Company Trade Mark. The Young Radiator Company is a member of the Con- 
vector Manufacturers Association and subscribes to the 
engineering standards of that association. 


- RADIATOR COMPANY 


YOUNG RADIATOR COMPANY 
Dept. H-245, Racine, Wisconsin * 
Please send me free Perima- : RACINE, WISCONSIN 
heat Baseboard Catalog. —EE : : - 
NAME Z HEAT TRANSFER ENGINEERS FOR INDUSTRY 
COMPANY - Heat bag Products for Automotive, Heating, Saas Air Conditioning Products 
ADDRESS Aviation and Industrial Applications. for Home and Industry. 
Executive Office: Racine, Wisconsin, Plants at Racine, Wisconsin, Mattoon, Iilinois 
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Stud welding permitted utilization of specially designed, 
preassembled, aluminum window-wall panels on San Fran- 
cisco skyscraper. During construction, steel inserts were 


cast in top and bottom of concrete surrounding spandrels; ——_ 
standard threaded studs, 34" x 114", were end-welded to — 

inserts (left). Angle clips, fastened to studs (below), pro- — 

vided anchor for bolting of window units (right). Quick, 

accurate placement of studs was facilitated by template. 

Nelson Stud Welding Div., Gregory Industries, Inc., Lorain, 

Ohio. 1 


New ceiling light and ventilator combination for 
bathrooms incorporates two 75-w lamps located on 
either side of single blower wheel, which exhausts 
100 cfm. Translucent ribbed glass conceals lamps; 
expanded metal protects blower. Entire assembly 
measuring 13%" wide x 7 3/16" deep x 8” high, is 
recessed between ceiling joists; unit is prewired to 
external junction box. Trade-Wind Motorfans, Inc 
7755 Paramount Blovd., Rivera, Calif. 


Central-control system follows preset programs to 
switch on or off up to 40 groups of remote operations 
in industrial plants. Commands originate in central- 
operations panel (on left side of exhibit) and are 
automatically programmed to provide efficient use of 
electrical facilities. In most installations, satisfactory 
coverage is obtained by direct coupling with 115-v 
lighting-distribution system. International Business 
Machines Corp., 590 Madison Ave., New York 22. 
«4 fd 


August 1955 153 





Architect: 


JOSEPH M. DARST HOMES « St. Louvif, Mo. Helimuth, Yamasaki & Leinweber 







Engineer: 
William C. E. Becker 
General Contractor: 
MacDonald Construction Co. 
(All of St. Lovis) 
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BUILT FOR 





—- f e - LL Laclede reinforcing steels—including multi-rib round 


REINFORCEMENT reinforcing bars, spirals, tie wire, welded wire fabric and 
accessories—give vital strength and permanency to this 

new St. Louis housing project. 
Scheduled for occupancy early in 1956, the Darst 


Homes will provide attractive and comfortable living 


quarters for 1,238 families. 











LACLEDE STEEL COMPANY 


SAINT LOUIS, MISSOURI 












Producers of Steel for Industry and Construction 


¢ 
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Bedroom telephones are a convenience 
as well as a reassurance. 





Terrace and porch are ideal locations 
for plug-in telephones. 


BUILT-IN CONDUIT ~ BUILT-IN CONDUIT 





Modern, step-saving telephone conveniences are marks 
of the well-planned home, especially when 
you specify built-in conduits. Wire-free walls add 
beauty and satisfaction at little extra cost. 
Be sure to specify telephone conduits. 
Your Bell telephone company will be glad to help you work out economical conduit 


installations. For details on home telephone wiring, see Sweet's Light Construction File, J J 
catalog 8i/Be, or just call your nearest business ofice. BELL TELEPHONE SYSTEM ‘Bo 


¥ 
hy 
Se ons Eo 
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air and temperature control 


Absorption Refrigerating Machines: now 
available for large-capacity air-conditioning 
ani process-cooling ‘nstallations, refriger- 
ating machines utilize existing source of 
steam to produce chilled water at low op- 
erating cost. In addition, new absorption 
machines automatically adjust from 100 
percent capacity down to zero load with 
little loss in efficiency; because of light 
weight and elimination of moving parts, 
unit can be installed on roof or interme- 
diate floors without special supports. Man- 
ufactured in capacities ranging from 100 
to 700 tons. Carrier Corp., Carrier Bldg., 
Syracuse 1, N. Y. 


NDUSTRIAL 
WORKER 


Zone-Air Conditioning Units: room air 
conditioners are designed for hospitals, 
hotels, and offices where silence is con- 
sidered essential. Individually controlled 
units require only connection of piping 
to cooling or hot-water system, thereby 
eliminating costly duct work and insula- 
tion. Conditioners consisting of flat, con- 
tinuous aluminum fins with full-length col- 








—and he knows at close range—that an 


accident means serious personal tragedy to the worker as well 
as financial and production problems to the plant. 

It’s a fortunate worker who is employed by one of the pro- 
gressive firms which have taken the practical step that assures 
safety against slipping accidents... by installing ALGRIP... 
the world’s only Abrasive Rolled Steel Floor Plate. Oily, wet or 
greasy —level or on slope—the ALGripP floor is foot-safe for the 
worker. . . safe against skidding for material-handling equipment 

. because ALGRIP’s uniformly and deeply embedded abrasive 
keeps it safe... year in, year out. 

ALGRIP maintains itself... cuts accidents... and insurance 
costs . . . to help pay for itself. 


lars and copper tubing, have two separate 
motor-driven blowers to assure operation 
in case one motor fails. Made in 14 sizes 
in capacities of 300 to 1200 cfm. A. H. 
Witt Co., Los Angeles, Calif. 


doors and windows 
Vinyl-Clad Flush Doors: plastic surfac- 


ing, in variety of colors and textures, per- 
mits interior doors to harmonize with 
design scheme. Doors, of sandwich con- 
struction, have honeycomb core and alu- 
minum outer sheet to which semirigid 
vinyl sheet is bonded. Textured pattern 
comes in yellow, gray, red, or green; 


leather finish in red, green, or tan; also 
A. ABRASIVE ROLLED available in ribbed-aluminum surface. The 
STEEL FLOOR PLATE Kawneer Co., Niles, Mich. 


Springtite Screen: aluminum screen is 
held snugly against window by tension. 
Two coil springs in top rail keep screen- 
ing from sagging or loosing shape; clips 
at bottom rail unfasten, allowing screen 
to swing out for window cleaning. Screens 
may be left up year-round or rolled for 
storage. The Springtite Screen Mfg. Co., 
1671 Jonesboro Rd., S. W., Atlanta, Ga. 


Model-100 Sliding-Glass Doors: designed 
primarily for builder homes, new sliding- 
glass doors feature all-steel construction 
at low cost. Completely weatherstripped 
Name doors slide on adjustable bottom rollers; 
Title <2) wd frames are equipped with precut and 
a 7 2 ~~, drilled steel glazing bead to receive stand- 

—— 4 ; ; ard \4"-plate or 3/16”-crystal glass. Slide 
Address. . ; View Steel Door Co., Los Angeles, Calif. 


City 


ALGrip — Approved for Safety by Underwriters’ Laboratories, 
ALAN WOOD STEEL COMPANY ; 


Conshohocken, Pa. 


Please send A.W. Atarip Booklet AL-33 




















Other products: A.W. SUPER-DIAMOND Rolled Stee! Floor Plate—Plates electrical equipment, lighting 
—Sheets—Strip—(Alloy and Special Grades) 
Thin-Lite Luminaire: surface-mounted 
ceiling fixture measures only 254” in depth, 
* giving appearance of recessed troffer. Lamp 


we - = 
~ mone n . 
- on “ (Continued on page 160) 
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heme FF NOW-low-cost walk, window 
“FT GF fei / . 
wkeff 7 / and entrance weather protection 


KAWNEER School design can be simplified with Kawneer’s Sun-Control 
all-aluminum prefabricated and weather protection products. You have great 
flexibility with the prefabricated sections enabling you to 
CANOPY K-LOUVER cover almost every glass opening and passageway to 

design specifications. The advantages far exceed the 
relatively low cost. Both products are made of heavy- 
gauge alumilited aluminum which means long, 
maintenance-free life. The reflective surface assures cool 
areas. The unique shapes such as the ‘““W”’ of the canopy 
sections provide and encourage ventilation, yet protect 
from rain, and snow. The quick and easy erection means 
a faster completion date and fewer labor hours. Fill out 
the coupon below to learn more about Kawneer Sun- 
Control and Weather Protection products, and how they 
can be adapted to your school plans. 


SS 


walk protection overhang addition 


Kawneer Company, Niles, Michigan 

Gentlemen: 
Please send me further information on the Canopy and 
K-Louver. 


awnee} “ —— Have your representative contact me. 


General Offices School or Firm 


ae a ee ee eee » 
Street — . 


TS a , State 
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THE YOLOY FAMLY == 


High - os resistance to corro- 
sion, shock and ae 4 
easy to tc ge 


+ 


Ni kel-Copper ) 
c - 
Low Alloy “ven trength 


YOLOY E 
(Nickel-Chrome-Copper) 
Low ii Strength 


YOLOY C 
(Chrome-Copper) 
Corrosion Resistant Steel 


Phete courtesy Blaw- 
Knox Company. 


@Safety - durability - atmospheric 
corrosion resistance - good appear- 
ance - all are inherent in this grating 
fabricated from Yoloy E high- 
strength steel. The design of such 
grating contributes toward a non 
skid surface. The Yoloy family of 
steels includes several types. For 
details, write our nearest District 
Sales Office. 


YOUNGSTOWN SHEET AND TUBE COMPANY ames ond 4 
General Offices: Youngstown, Ohio - District Sales Offices in Principal Cities 
SHEETS STRIP PLATES STANDARD PIPFt LINE PIPE OIL COUNTRY TUBULAR GOODS CONDUIT 


AND EMT MECHANICAL TUBING COLD FINISHED BARS HOT ROLLED BARS BAR SHAPES WIRE 
HOT ROLLED RODS COKE TIN PLATE ELECTROLYTIC Tin PLATE RAILROAD TRACK SPIKES 
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How A KEWANEE INSTALLATION AVOIDED COSTLY 


STRUCTURAL CHANGES-CUT FUEL COosSTs *2,000 


Hartford National Bank & Trust Company, Hartford, Con- 
necticut. Consulting Engineer: Paul D. Be C. W. Free- 


a te; Heating Contractor: L és », ne. 


reserve 


boilers solve replacement problems 


’ Replacing heating equipment often poses the questi: nelp you avoid costly st 


ructural changes by using a compact 
of how tallation can be n 


without incurring costly struc- Kewanee Boiler with re 
tural changes in a building. Such was the problem when the 


Hartford National Bank & Trust Co., Hartford, Connecticut, de- 


and future. 


e Hartford Bar 
its heating system. Comparison revealed 


e Plus Rated Boilers could solve the prob- 
in existing space—no structural 
S was possible because a Kewanes 


pacity delivered sufficient steam to 


ed to deliver 50% extra power to meet KEWANEE-ROSS CORPORATION, Kewanee, Iilinois 


nswer emergency when it 


al capacity, Kewanee Boilers have suffi- 

eserve for future expansion. A boiler rated on maximum 
capacity, nstantly operating at full speed, is underpowered 
the moment additional steam is needed. So when you face re- 


placement problems— look to Kewanee. Chances are we can YOU can depend on KEWANEE engineering 
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WicrwRKold 
Stainless Steel 


is the 
Quality Material 





Commercial 
Refrigerators 


and here’s why: 

Only stainless steel can offer the 
combined qualities of appearance, cor- 
rosion resistance, strength and dura- | 
bility, with ease of cleaning and main- 
tenance. No other commercial metal | 
today has the same high degree of | 
corrosion resistance as stainless steel. | 
When properly maintained, stainless | 
steel not only resists corrosion and 
pitting, but also, is unaffected by the 
attack of food acids. 


Because it is a hard metal, stainless 
steel is able to take the infinite amount 
of physical punishment usually found 
with everyday use. It continually re- 
sists the nicks, dents, and scratches 
which mar the beauty and reduce the | 
service life of lesser metals. In terms 

of durability and service, stainless steel 

will long outlast all other materials. 


Stainless steel is by far the easiest of 
all metals to maintain and keep clean. 
It neither requires the amount nor the 
degree of cleaning necessary in other | 
metals. For retaining its original | 
beauty, stainless steel has no equal. It 
does not produce any obnoxious film. 


* 





Remember too, with stainless the first 
cost is the last cost! It is wise to inves- 
tigate the use of stainless steel in ap- 
plications such as refrigerators and 
other allied products in food service 
equipment. 


Washington Steel Corporation, pro- 
ducer of MicroRold Stainless Steel 
sheets, is a supplier to fabricators en- 
gaged in the manufacture of these and 
similar stainless products. Your in- | 
quiries are a 

oto courtesy o 


STAINLESS FOOD EQUIPMENT co. 


Washington Steel 


” ae 
Corporation g* . 
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is shielded from view by die-formed plas- 
tic louvers; invisible hinges provide easy 
access from bottom. Series consists of four 
luminaires: 49” and 97” in length, with 2 
or 4 lamps. Lighting Products Inc., High- 
land Pk., Ill. 


Corridor-Liter: new lighting fixture is de- 
signed especially for effective illumination 
of long, narrow areas. Vertical louver of 
aluminum, finished in white enamel, 
shields lamp; one-piece louver is held by 
clips and swings aside for relamping. Units 
are made in 4 or 8 lengths for regular 
or rapid-start lamps; patented lamp holder 
simplifies wiring connections. Smithcraft 
Lighting Div., Chelsea, Mass. 


Fluorescent-Lamp Dimming System: 
nonelectronic unit dims hot-cathode fluor- 
escent lamps. Components—including auto- 
transformer dimmer, auxiliary transformer, 
and specially designed ballast (one for 
each lamp)—control light output of rapid- 
start or standard fluorescents. One unit 
handles from one to 160 40-w lamps; dim- 
ming range is 750 to 1 in intensity. Ward 
Leonard Electric Co., 45 South St., Mount 
Vernon, N. Y. 


finishers, protectors 


Waterfoil Coating: new ready-mixed, ce- 
ment-base paint prevents water seepage 
through masonry or cinder-block walls. 
Addition of self-hydrating agents makes 
paint self-curing, to form surface which 
permits breathing of masonry without al- 
lowing passage of water. Paint can be used 
on wet or dry wall and will withstand hy- 
drostatic pressure of 500 psf; coating, ap- 
plied with ordinary brush, dries within 10 
hr. A. C. Horn Div., Sun Chemical Corp., 
Tenth St. and 44 Ave., Long Island City. 
ef 


specialized equipment 


Pressurized-Water Fire Extinguisher: 
new extinguisher operates on water and 
pressurized air instead of soda acid or 
CO, cartridge. Unit carries Underwriters’ 
Laboratories approval for Class A-1 incipi- 
ent fires, covering wood, cloth, paper, and 
rubbish; extinguisher sprays steady stream 
of water 35 to 40 ft in length. Unit is 
housed in seamless-brass shell with forged- 
brass parts; recharging is done by re- 
placing water and air. Elkhart Brass Mfg. 
Co., Elkhart, Ind. 


Wayne Folding Gymstands: gym seating 
provides adequate seating for athletic 
events, yet folds into small area when not 
in use. Closed-in stands give neater ap- 
pearance as well as added sense of secu- 
rity; vertical risers also distribute weight 
to columns. Both footboard and seat are 
constructed to take live load of 120 lb per 
lin ft; assembly will resist sway load of 
24 lb per lin ft. Wayne Iron Works, 122 
N. Pembroke Ave., Wayne, Pa. 








KOH-I-NOOR 


arinograrn 


“TECHNICAL” 
FOUNTAIN PEN 


“INKING IN” 
TIME CUT 


3 precision line widths: 





| NO. 3 BROAD 
NO. 2 MEDIUM 








NO. 1 FINE 


The Rapidograph is most versatile for 
general writing, drawing (straight line 
and curve), lettering, commercial art 
work, music writing and arranging, car- 
bon copies, etc. 


KOH-I-NOOR PENCIL CO., INC. 


BLOOMSBURY, NEW JERSEY 





Macomber Did Something About The 
Time and Cost of Erecting Steel Buildings 


‘ 


> 


( With V-LOK Steel Framing, an in- 


ol dustrial building like this is a real 


source of pride to the owner, the 
structural engineer who designed 
it and the contractor who watched 
it go together faster than any job 
he ever erected. 


All of these things are fine but 
COST and EARLIER OCCUPANCY 
sell V-LOK to School Boards, 
Shopping Center Owners, Medical 
and Insurance Building Owners, 
Parking Facility Owners, etc. 


Before you design or build any- 
thing—see what V-LOK will do for 
you and the owner. 


} ’ + "e000" oF 
MACOMEEE - (RCORPORATES « CANTOR - O08 





Write for Architects’ and 


Engineers’ Design Manual 


STANDARDIZED STEEL BUILDING PRODUCTS 


MACOMBER INCORPORATED és *s0:«: 


METAL DECK 


CANTON 1, OHIO V-LOK STEEL 
FRAMING 


STRUCTURALS 
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out of school 





by Carl Feiss 


Model house built by students 
at University of Florida. De- 
sian, selected by competition, 
was by Lee Ogden. Edward 
Camner tied for first place. 


Sees tT? & Ck? & ov t 
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PROVIDES ALL NEEDS IN 


CHALKBOARDS 
and BULLETIN BOARDS 


The Record shows .. . Claridge pioneered a phenomenal num- 
ber of Chalkboard FIRSTS!...new improvements now 
nearly all adopted by the Industry. This quest for better 
materials ancl manufacturing continues... helping further 
to make CLARIDGE a distinguished name in the field. 
Hundreds of Architects and School Administrators enthu- 
siastically recommend CLARIDGE Chalkboards. 

GRAPHOLITE . . low price, good quality. STRUCTOPLATE . . fine perform- 
ance under all conditions, all types of buildings. DURACITE .. 100 years 
performance under average use. ASBESTOCITE .. most revolutionary 


cement asbestos chalkboard in 25 years! VITRACITE .. vitreous porcelain 
enamel steel chalkboard, guaranteed for life of any building. 


CLARIDGE 
chal kDoards! 


CLARIDGE meeis your most exacting requirements 
For full information refer to out complete 


Catalog in SWEET’S FILE ue 


CLARIDGE PRODUCTS & EQUIPMENT INC. 
6729 N. OLMSTED AVE. * CHICAGO 31, ILL. 
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“That our universities have grave short- 
comings for the intellectual life of this 
Vation is by now a commonplace. The 
chief source of their inadequacy is prob- 
ably the curse of departmentalism. Among 
students, as well as among teachers, there 
has been a tendency to regard courses as 
something which exist in nature, instead 
of artificial simplifications for the mastery 
of what are complicated organisms, 


whether of nature, or reason or society.” 


Felix Frankfurter, 
Vew York Times, January 7, 1948 


Departmentalism is a curse of the uni- 
versity. And it may well be a curse to 
itself as it grows into itself, forms its own 
habits and customs, and throws its walls 
higher and higher about itself. This is so 
often the case of the architectural school. 
It becomes a little exclusive country club 
to which the rest of the university looks, if 
it looks at all, with uneasy tolerance as an 
expensive luxury, probably required for 
prestige. Politics in universities being 
what it is in any large institution, there 
is a constant battle waged for budgetary 
crumbs for any specialized school, and 
the more rarified the atmosphere of the 
architectural school, the more bitter the 
battles at the top. 

Occasionally by special acts or activities 
within an architectural school, the interest 
and imagination of the rest of the univer- 
sity is fired. A successful example of a 
special effort of this type forms the sub- 
ject of this article. Other universities 
than the one cited have attempted similar 

(Continued on page 164) 





ARCHITECT'S AND ENGINEER’S FACT SHEET 


Corning uses pyramidal ond linear prisms to get moximum 
light control in this interesting new low-brightness lens panel. 


ANNOUNCING... 
Corning’s New Low-Brightness 


Curved Lens Panel 


Corning has put two kinds of prisms and a curve in one new 
panel to give you a new combination of beauty and utility in your 
lighting design. 

Pyramidal prisms in the panel's center section concentrate 
light from the tubes and reflector at angles below the glare zone. 
Linear side prisms have a uniform down-bending action on light 
that might otherwise escape at higher angles. You get a high 
coefficient of utilization. 

Away with monotony 
With the new Corning Curved Lens Panel, the architectural bore- 
dom of “flat” ceilings with recessed troffers is no more. Lighted 
or unlighted, the curved contour and the prism pattern lend new 
interest to ceilings and fixtures. 

You can get this mew lightweight Corning panel in lengths up 
to 48”, with open or closed ends. They're easy to maintain, will 
never discolor or sag. 

To get complete information on Corning’s Low-Brightness 
Curved Lens Panel, simply mail the coupon. Or, contact your 
Corning lightingware representative. 


w CORNING GLASS WORKS 
CORNING, N. Y. 


RS 


2 4 ic Chets Company 


EO 


a oT 











! 


Pyramidal prisms in the center portion con- 
centrate light from the tubes and reflector 
so thot it leaves the fixture at angles below 
the glare zone. The linear prisms have a 
uniform down-bending action controlling 
the light which might otherwise escape at 
higher angles from the slanted sides. 


— 





Information on Corning Low Brightness 
Lens Panel 
LENGTH: Code 541371—47%" both ends closed. 
Code 541372—12", 24”, 36” or 48” 
both ends open. 
Code 541373—11%", 23%", 35%", 
47%" one end closed 
LENGTH TOLERANCE: + Ve" 
On 541372 only +0 —Y". 
WIDTH: 10%” +e". DEPTH: ?%2”. 
THICKNESS: .180”. 
WEIGHT: 2.0 Ibs. per running foot. 


SUGGESTED SPECIFICATIONS 


The lens panel for the fluorescent fixtures shall 
be ca continuous curved lens made of colorless 
crystal glass. It shall be of the low brightness 
type, with configuration of six-sided pyramids in 
the center section, with linear down-bending 
prisms in the side creas. 











Dimensions and suggested specifications, 








AVERAGE BRIGHTNESS (Ft.-L) 


2480 Lumens 2560 Lumens 
Across Along Across Along 
Axis Axis Axis Axis 


85 302 233 312 240 
80 320 252 330 260 
75 295 313 304 323 
300 412 310 425 
315 532 325 549 
375 607 387 626 
504 723 520 746 
662 841 704 868 
885 967 913 998 
1047 1077 1081 1112 
1137 1142 1174 1179 


Angle 
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CORNING GLASS WORKS, 67-8 Crystal Street, Corning, N. Y. 
Please send me information on Corning’s New Low-Brightness Curved Lens Panel. 


Title 
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This Coupon Brings Your 
Basic Planning Data on 
Doors for All Needs 


of Industry CITY_ 














Pictured above are typical 
installations of International 
Turnover Doors at training 
centers established by a 
major American industry. 


Among the many leaders 

served by International Doors are: 
GENERAL ELECTRIC CO. 

BOEING e@ SERVEL, INC. 

OHIO OL CO. @ LOCKHEED 
GENERAL FOODS CORP. 

THE TEXAS CO. @ CESSNA 
AMERICAN STEEL & WIRE CO. 
INTERNATIONAL NICKEL CO., INC. 


RS BNNRES 


a Sa 


INTERNATIONAL STEEL COMPANY 
2052 Edgar Street, Evansville 7, Indiana 


Send me without obligation my personal copy of 
the new “Doors for Industry’: 


NAME and POSITION 


ADDRESS___ 


ZONE STATE__ 


SERVED BY 


INTERNATIONAL 
DOORS 


Every year adds an ever-greater num- 
ber of names to the growing list of 
American industries using Internation- 
al-Engineered doors — a list that is 
a cross-section of the small, medium, 
and major industrial firms constantly 
seeking greater efficiency in their ex- 
panding facilities. 


International Doors 

— assure fast, easy operation plus 
permanent dependability 

— lower heat loss, minimize main- 
tenance, promote savings and 
safety 

— increase efficient handling of 
materials and equipment to de- 
crease costs 


How well International engineers 
meet the growing demands to which 
doors for industry are put is best evi- 
denced by the widespread installation 
of International doors in more and 
more structures. 


Mail coupon now for your new, complete 
International Doors Manual. Also, see Sweet's 
Architectural or Industrial Construction Files. 


2052 EDGAR STREET © EVANSVILLE 7, INDIANA 


INTERNATIONAL STEEL COMPANY 
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efforts, and it is hoped that many more 
will try and that in time a new and friend- 
ly set of traditions will develop which 
will bring the architectural. schools not 
only into close harmony with their mother 
institutions but also will make them as 
one. 

From Thursday, April 21, 1955 through 
Sunday April 24 the College of Archi- 
tecture and Allied Arts and the University 
of Florida Student Chapter of the AIA 
held a series of exhibitions and events 
on the Gainesville Campus. Included were 
an astonishingly fine Student Art Show 
distributed in several buildings, including 
the Student Union, and in attractive out- 
door displays. Simultaneously held were 
a Florida High School Art Exhibition and 
Conference, an Art Auction, a Fashion 
Show, and a very amusing Beaux Arts 
Ball. 


speaker at the luncheon which was a 


I was privileged to be the guest 


lively and festive occasion. 

Along the entire length of the Stadium 
Concourse the students had arranged a 
large exhibit of their work, distributor's 
and home builder’s exhibits, and models 
of various projects. To cap the show 
they had built a full-size, two-bedroom 
exhibit house; well designed, well built 
for display purposes, and attracting large 
crowds of the denizens, not only of the 
university, but also of Gainesville and the 
surrounding areas. Whole families came 
by the dozens and spent extended time 
discussing the various features of the 
building—its interesting kitchen, its good 
plan, the excellent furniture and decora- 
The 


How did the house get built? 


tion. student architects served as 
guides. 
Here is what the students have to say 
about it in their own eloquent and self- 
revealing words. The authors are Jack 
Wholberg, Walter Stanton, John Shoup, 
and Carl Decker: 

“The Chapter is a Student Associate 
Chapter of the Florida Association of 
Architects of the American Institute of 
Architects. Our Constitution and By-Laws 
are set up similar to the regular Chapters 
of the American Institute of Architects. 
The Florida 


has given us a great deal of encourage- 


Association of Architects 


ment and support. 
(Continued on page 168) 





Here’s REINFORCED VIBRIN 


e dent-proof 

© rust-proof e non-splintering 

© rot-proof e extremely light 
translucent or opaque 
unbothered by weather 
resistant to alrasion 


¢ integrally colored 


e high in impact strength 


e sound and heat insulating 


AWNINGS AND WINDOW BOXES 


5t5 


WHY NOT reinforced Vibrin . %. 


\ 
\ 
Tn \o ee ta 


Lightweight breezeway roofs of reinforced Vibrin® 
can’t rust, rot, or corrode. These colorful translucent 
panels can be made in various degrees of light transmis- 
sion; for appearance sake, all panels can reflect the same 
degree of color. 

Reinforced Vibrin termite caps will outlast the house. 
Easily fabricated and attached, they are not affected by 
moisture or the chemicals in soils and masonry. They will 
not harbor or support maggot or insect life. And on top 
of all this, reinforced Vibrin is an excellent electrical and 
thermal insulator. 

Ventilator hoods of Vibrin will deaden sound...are not 
affected by oils and greases...can’t absorb any cooking 
odors. Because they are rust- and corrosion-proof, run-off 


water cannot stain or discolor the siding. The color is built 
in. No painting is necessary. 

Translucent window-well covers will allow plenty of 
light into the cellar. And they never need painting —play- 
ful children, sharp garden tools, and errant lawnmowers 
cannot scratch, scuff or even dent Vibrin. 

These are just a few of the many home applications 
of reinforced Vibrin. So why not consider Vibrin for 
greenhouses, patio dividers, doors, and garden houses — 
wherever economy, light weight, beauty, and practicality 
are called for? 

For resin information, expert technical assistance, 
or the names of current manufacturers, write to us 
on your company letterhead. 


S Naugatuck Chemical 


Ey, Division of United States Rubber Company 
Naugatuck. Connecticut 


BRANCHES: Akron « Boston « Gastonia, N.C. « Chicago « Los Angeles « Memphis « New York « Philadelphia « IN CANADA: Naugatuck Chemicals, Elmira, Ontario 
Rubber Chemicals * Synthetic Rubber « Plastics * Agricultural Chemicals * Reclaimed Rubber + Latices * Cable Address: Rubexporrt, N. Y. 





MAVGAT UCR 
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“Most Modern Structure in Tri-State Area” 











~n 





interior of Guaranty Nationa! Bank, Huntington, W.Va. « Certain-teed Plasters were used here exclusively. * Architect: Bank 
Building and Equipment Corp. of America, St. Louis, Mo. e General Contractor: C. H. Jimison & Sons, Huntington, W.Va. « 
Plastering Contractor: J. C. Hicks, Huntington, W.Va. « Supplier: Carolina Lumber Company, Huntington, W.Va 


Certain-teed PLASTERS USED EXCLUSIVELY 


FOR INTERIOR WALLS AND CEILINGS 





Better Working Plaster... 
Gives Me More Yardage 

—says plastering contractor 
Called the “most modern structure in 
the Tri-State area of West Virginia, 


Ohio and Kentucky,” the 


National of Huntington is a_ hand- 


Guaranty 


some example of modern bank design. 


All interior plastering was done with 


Certain-teed materials: Certain-teed 


Fibered Plaster, Satin Spar Gauging 
Plaster, Sunflower Moulding Plaster. 


Mr. Hicks, plastering contractor, and 
a member of C.P.1LA., says: 


“I've tried them all, and I think 
Certain-teed is best. Certain-teed is more 
uniform, bag after bag. It is a better 
working plaster, it’s easier to mix and 
it gives me more yardage. I stick with 
Certain-teed because I find I do a much 
better job with it.” 


Certain-teed makes a complete line of 


base coat plasters, including Lite-Mix,* 
finishing including Kalite* 
Acoustic, as well as gauging, molding 
plasters; also famous 
Gypsum Lath. All our base 
“*Plastisized,”’ 


plasters, 


and casting 
Beaver 
coat plasters are 
Certain-teed’s exclusive manufactur- 
ing process that gives a finer grind, 


greater plasticity and better workability. 


Write us direct for the specific infor- 
mation you need about Certain-teed 
Plasters now. 


CERTAIN-TEED PRODUCTS CORPORATION 


ARDMORE, PENNSYLVANIA 

EXPORT DEPARTMENT: 100 EAST 42ND ST., NEW YORK 17, N.Y. 

ASPHALT ROOFING © SHINGLES © SIDING © ASBESTOS CEMENT ROOFING AND SIDING SHINGLES 

GYPSUM PLASTER © LATH © WALLBOARD © SHEATHING © ROOF DECKS © FIBERGLAS BUILDING INSULATION 
ROOF INSULATION © SIDING CUSHION 


Certain-lteed 


"Satisfaction Guaranteed 





Quality made Certain eva 


1 
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ee jote!l, Catskill, New York Architects: Siar 
Attractive, sound-absorbing block walls in this room in the Sage Motel, Springville, Utah One of New York's newest motels rey " ater 


ond Chat 






and provide a built-in “sound-conditioning.” 
Motel owners will appreciate both the low 






construction cost and low upkeep of concrete 





masonry construction, too 










What special magic will attract business to a new motel? See your local NCMA member for your copy of 
That’s an important design consideration. Motel “ideas for Wall Patterns with Concrete Masonry." 
customers are first attracted by a smart, colorful, It’s full of smart, new design ideas. 

eye-catching exterior . . . such as the ones you can provide 






with the varied colors, textures, sizes, and wall patterns 


in concrete masonry. If they stop, they get their National Concrete My Masonry Association 


next impression on the inside. Here exposed block 38 South Dearborn QU Chicago 3, Illinois 


walls offer unique decorative possibilities, and give a 







warm, inviting atmosphere to your rooms 
They also save on interior finishing costs, 


Sui and tet, 03 veuitie 





everyone talks about the weather 


...But Arcadia solved the weather problem with Twin-Seal 
Wool Pile Weatherstripping — another important point of 
difference between Arcadia and other sliding glass doors. 


Twin-Seal Weatherstripping on Arcadia’s new custom 
alum‘num door is shown below in a section at the latching 
jamb. A positive weatherseal between jamb and sliding 
panel is made by a double row of opposing wool pile 
weatherstrips. Wind, rain, cold and dirt are locked out 
tightly. Identical wool pile strips at head and interlocker, 
and a spring-loaded wool pile sill strip complete the four-side 
weatherseal. Arcadia’s aluminum-backed weatherstripping, 
fully silicoated for moisture and abrasion resistance, is 
easily replaced without dismantling the sliding panel. 


Twin-Seal Weatherstripping is just one Arcadia point of 
difference you should know about. Other important Arcadia 
features are detailed in our expanded 1955 Catalog 55-A. 

For a copy, phone your Arcadia distributor or wire us collect. 


THERE'S MORE TO 


aricia d iQ sliding glass doors 


® THAN MEETS THE EYE 


> 


help build a better america 
...8ee an architect 


ARCADIA METAL PRODUCTS ARCADIA, CALIF. 


Distributors in Canada, Puerto Rico, and throughout 
the United States. National Member Producers’ Coun- 
cil, Inc., and National Association of Home Builders. 
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“The actual work of the show was 
started in October of 1954 with the selec- 
tion of committee heads and committee 
members. From October to February work 
was done on setting up the program, send- 
ing out correspondence and contracts to 
commercial houses, and arranging for 
publicity. 

“The house competition took place in 
February and this was followed by weeks 
of material hunting. The competition win- 
ners were Lee Ogden and Edward Camner 
tying for first place. Ogden’s project was 
chosen for construction which was done 
in cooperation with the Student Contrac- 
tors and Builders Association of which 
Charles Worley is President. Much of the 
material was loaned or donated and the 
rest we bought with money from the com- 
mercial exhibits, Florida Association of 
Architects and the College itself. 

“Whenever the question arose as to why 
we had taken on this seemingly impossible 
project, the answers always came back 
that it satisfied a lack that we all felt in 
our education as future architects. We 
all agreed that the intangible nature of an 
academic curricula left much to be de- 
sired. After all, weren’t we being trained 
to ‘build’? Weren't we preparing our- 
selves for the very tangible occupation of 
planning shelters for people? Where in 
theoretical and cloistered study was there 
any contact with the actual construction 
of these spaces we so innocently inscribed. 

“We asked ourselves, ‘Wasn't there 
more to selecting materials than how 
tooth brush splatter fell on the board; 
wasn’t there something more important in 
material selection than how cleverly it 
could be indicated?’ And, embarrassed, 
we admitted, ‘We and materials had, at 
best, howdied, but really had never 
“shook.” ’ 

“In our introspection we happened onto 
another ‘little’ consideration, people. We 
began to realize how little we knew about 
these future occupants of the ‘Brilliant’ 
structures we are someday to build. Or, 
more exactly, it may have, for the first 
time, occurred to us that these animated 
forms would be a part of our monuments 
in ‘steel and glass.’ They did vaguely re- 

(Continued on page 172) 
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stage lighting 
controls syste 


auditoriums in this country and elsew 


That's because @® Stage Lighting Controls add tremendously to 
the color, beauty and enjoyment of these structures. 


The result of more than 50 years experience and know how, 
@® Stage Lighting Controls embody the latest features 


in design and construction. @® Stage Lighting Control Board installed in Parma, Ohio School. 


. . . . . jilustrative of the wide range of control systems produced by 
Built on the unit basis, €& Stage Lighting Controls can Sidi tin Sinden 
be made to fit any type of auditorium or theater. All are approved 
, 2 , : CONTROL BOARDS for Manual Control, Modified Pre-Set 
by the Underwriters’ Laboratories, Inc., for jabel service Remote Control, Multiple Pre-Set Remote Control, Motor Driven 
and will give long lasting and trouble free service. Control, Electronic Tube Control, Mobile Color Lighting Control. 


oe , DIMMING CONTROL EQUIPMENT— 
Include an @ Stage Lighting Control System in all school, college or Rechter Type, Acto-Teansermer Typo, Gectvesis Qeecter Type. 
other auditorium you are called upon to design. For further 
details contact your nearest €® representative listed in Sweet's. 


makers of: 


Trak Adarm Electric Co, sii: paselroaris + switchboard 


service equipment + safety switches 
Phone JEffersen 3-6550 load centers + Quikheter 
BOX 357, MAIN P. O. @ ST. LOUIS 3, MO. 
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A salute to the 


Nation ’ 
pis at Electrical Contractors Associatio 
ew forward attitude expressed ; 


in the re 
solution “Honoring the Specifications” 


A resolution adopted unanimously by the National Electrical Contractors 
Association in Convention at New Orleans, Louisiana, October 30, 1954 


Fideliy in carrying out the wishes of the customer and an cagemess 
to give the customer the bench. of the contractor's experience and 
knowledge in specialty application engineering is a hallmark of the 
qualihed clectrical contractor. 


When the customer by his own request OF by specification drawn by 
his architect oF engineer designates a specific material or equipment, 
the electrical contractor has the obligation to quote on that material 
as specihed. In the event he should include in his bid an alternate 

he should specifically describe the suggested substitute and list the 


alrermate price. 


In this manner the interest of the customer 15 well served and it 
would seem appropriate for architects and engincers Rot ro reject bids 
with alternate proposals stated in this manncr and that regulations 
and practices be adjusted to accommodate this more defmitive bidding 


practice. 


The practice of taking advantage of the ambiguity ™ the frequently 
abused specification, “or equal,” ro substitute inferior oF less 

y snaterial or equipment is an unethical practice that should be 
condemned and rejected by the contractor as not being to the best 


interest of the public. 


Good business practice, proper standards of ethical conduct and the 
public interest demand adherence to this simple, honest procedure in 
the conduct of this importanc part of the process of construction. 

for the building of sound and progressive 
organiz lic in the vitally important 


field of electrical contracting, 


This adverti 
advertisement is sponsored by 


Day-Bri . : 
y-Brite Lighting, Inc., of St. Louis in th a eo 
. is in the inter 
ests of clients 


of Architects and Engineers. DAY-BRITE 


f lighting W/, bits 





Gymnasium at Northeastern Uni- 
versity, Boston, Massachusetts. 
Shepley, Bulfinch, Richardson and 
Abbott, Architects. \ olpe Con- 
struction Company, Contractor. 


Panels of Owens-Illinois light- 
directing Glass Block provide even 
distribution of daylight throughout 
the gymnasium area. They elimi- 
nate “hot spots,” glare and harsh 


contrasts. 


The insulating efficiency of glass 
block makes designs like this pos- 
sible. Glass block permit use of 
large glass areas without excessive 


heat loss. 


OWENS-ILLINOIS GLASS BLOCK 
AN (D PRODUCT 


OweEnNs-ILLINOIS 
GLass BLock PANELS 


daylight this huge gymnasium... 


INSULATE Like An 8" WALL 


= Owens-Illinois Glass 
Block insulate as effectively as an 8” 
thick brick wall, huge expanses of 
glass block are practical even in a 
cold climate. 

Glass block are strong and hard 
to break—perfect for a gymnasium 
use like this. They need no mainte 
nance — perfect when panels are put 


in inaccessible places. 





é 


al . 


“ a e 
LA 
4 
A 


<7 





The complete Owens-Illinois Glass 
Block story is yours for the writing 
Send for it and see how glass block 
can mean better sight, better light 
lower maintenance and great new 
design freedom in school planning. 
Address Kimble Glass Company 
subsidiary of Owens-Illinois Dept 
PA-8, Toledo 1, Ohio. 


Owens-ILLINoIs 


GENERAL OFFICES - TOLEDO 1, OHIO 





Where Electricity 
Must Not Fail! 


SPECIFY ONAN 


STANDBY 
ELECTRIC PLANTS 


In hospitals, schools, theaters, 
office buildings . . . interruptions 
of electric power can endanger 
lives and property. 

With an Onan Standby System, 
any interruption of highline elec- 
tricity automatically starts the 
emergency electric plant and 
within seconds all essential equip- 
ment is operating normally. When 
power is restored the electric plant 
stops automatically. In many in- 
stances, just one power interrup- 
tion will justify the cost of the 
standby power installation. 


Mode! 25HN 
25,000 watts 


SIZES AND MODELS FOR EVERY NEED 


@ Air-cooled: 1,000 to 10,000 watts 
@ Woter-cooled: 10,000 to 50,000 watts 
Available vnrhoused or with steel housing as shown, 


Write for Architects 
Kit No. SP-1021 


Describes scores of standby models with com. 
plete engineering specifications and information 
on installation. 


ELECTRIC PLANTS 


D. W. ONAN & SONS INC. 


3363 University Ave. 5. E. ¢ Minneapolis 14, Minn. 
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semble shapes that sometimes appeared on 
our two-dimensional approximations. 

“The full scale house was conceived as 
the main attraction. For the design of the 
house we set up a school-wide competition 
with the winning design to be built and 
the designer to act as supervisor. The 
idea took well among the students as was 
evidenced by the general excellence of 
the entries submitted. It was, in fact, con- 
sidered the best group work that had ever 
been submitted in the school. 

“Our thought was to get a heuse that 
could be built in a relatively short 
time with the least possible framing and 
detailing and at a minimum cost, without 
sacrificing the design. The very fact that 
the house was to be built proved to be a 
major incentive. 

“We were aware of the fact that the 
undertaking of this project would require 
financial support and this was done by 
inviting commercial houses to exhibit ma- 
terials and equipment that would be of 
interest to both us and the visiting public. 
Fortunately, we were in a position to be 
selective as far as the quality of exhibited 
material was concerned. 

“By actual contact with the business 
world we learned the value of a contract 
and necessity for business procedure in 
any dealings. This contact experience 
proved one of the most interesting phases 
of the whole affair. 

“Aside from the business relations we 
had our own related professions to con- 
sider. We attempted to recognize the 
allied fields as competent and appreciate 
their ideas and thoughts. We, in the 
School of Architecture, learned to respect 
the building construction problems, the 
interior design ideas and lancscape ne- 
cessity; learning from them and realizing 
the important part the related fields play 
in the completed effort. 

“With a majority of the equipment and 
materials arranged for and other depart- 
ments consulted, we were ready to start 
pounding nails. The building construction 
students and architecture students com- 
bined their efforts to put the house up in 
four days and nights. We all knew that 
without the combined efforts of each, the 
project would have been impossible and 

(Continued on page 174) 
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Staedtler has been 
coming up with something 
new in pencils ever since 
the first Staedtler 
pencils were made 

three centuries ago. 


Now it’s the new, 
sturdy, solid brass 

lead sharpener built into 
the Technico Mars- 
Lumograph push-button 
lead holder. Saves you 
work, time, money. 


Get the imported Mars 
Technico lead holder 
and leads today— 

they are the best, 

yet cost no more, 


The 1001 Mars Technico clutch mech- 
anism holds leods securely; light in 
weight, perfectly balanced; $1.50 
each, less in quantity. 

1904 Mars-Lumograph leads are so 
opoque, inking-in is unnecessary; 
won't floke of smudge, give better 
reproduction. Perfectly graded in 
18 degrees—EXB to 9H; $1.20 doz., 
less in quantity. 


a 


J.S. STAEDTLER. INC. 


HACKENSACK, NEW JERSEY 


at all good engineering and 
drawing material suppliers 








The school building budget=— 
One way to help meet its limitations 


Too often, in the jargon of selling, economy is money. To fulfill your responsibilities to the com- 
glibly paired with quality. It isn’t good enough to munity, you have to be sure of both 

say so—it has to be. You are confronted with Amarlite production is geared only to quality— 
problems imposed by economy, nevertheless you a quality we believe is unquestioned. And yet, on 
want to provide the best facilities you can for the a cold cost analysis, this is the entrance picture: 


| 





re | Zz 
STEEL ENTRANCE "Rekeks) ENTRANCE | AMARLITE| ENTRANCE 


- _ AMARLITE _ 
ate- on- on- 
Labor rial tractor Labor rial tractor MX7284TF tractor 


Doors (2) — Doors (2)— with Hinges, Closers 
Hollow Metal Birch $30.00 $196.00 Thresholds and Amarlite 
Doors, Frame, Frame, Transom Concealed Panic Hardware $566.00 
Transom and G Trim 20.00 90.00 Glass G Glazing 76.00 
Trim $50.00 $488.00 Butts—3 Pair 10.00 21.00 
Butts—3 Pair 21.00 Overhead - 2 ‘+ 
Overhead Closer (2) 6.00 45.00 
Closers (2) 45.C0 Threshold 2.00 15.00 $642 .00 
Threshoid 2.00 15.00 Surface Mounted TOTAL 
Surface Mounted Panic Hard- 
Panic Hard- ware 25.00 142.00 
Glass & Glazing ese 1D $63.00 —- == NOTE: These costs have been provided by 
Painting 18.00 


$62.00 $711.00 $81.00 


representative general contractors of high 


$93.00 $509.00 $70.00 standing in metropolitan areas. They re- 
- flect no intention to set prices. While some 














variation can be expected, they will hold 


TOTAL $854.00 TOTAL $672.00 relatively true in most localities 


Savings mount considerably when you consider result of standardization and increasing efficiency 
the fact that the Amarlite Entrance is complete. within the Amarlite system. The finest entrance in 
There are no costs for fittings, painting, applying the industry now costs less than products less 
hardware. This favorable comparison is the direct distinctive. The savings are yours. 





ATLANTA, GEORGIA 
ENGLEWOOD, NEW JERSEY 


aluminum entrances | SROOKFIELD, 1LLINONS 


AMERICAN ART METALS COMPANY 


le mail 
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"/° HOMASOTE—WITH LINEN, 
STRIATED, WOOD-TEXTURED 
OR CEMENT-ASBESTOS SURFACE 


ANNOUNCING 
WILSON AIR-COR 
ROOF DECKING 


| _ makes condensation problems 
a thing of the past 


—custom-made to your 
specifications 


No matter what the interior or exterior 
conditions—of climate, temperature or hu- 
midity—you need no longer have a con- 
densation problem. The solution—as pre- 
sented in Wilson Air-cor Roof Decking— 
is scientific, unique, yet amazingly simple. 
Two air channels, running the length of 
each 2’ x 8 panel, insure continuous air 
circulation across the entire roof—auto- 
matically and in sufficient volume (1945 
cubic inches per panel) to absorb all nor- 
mal condensation. For extreme conditions, 
forced air could be used. 

Use this scientifically engineered roof 
decking on flat or pitched roofs—and on 
any type of structure. Then apply built-up 
roofing, shingles, slate or metal, as your 
design requires. The panel is designed for 
rafter spacing up to 48” o.c.; nail holes 
are pre-drilled to your order. 

The strength is there; the insulation value 
is there. ( With built-up roofing and 42” 
Homasote, the U factor is 0.15.) Here 
is new insurance on air-conditioning in- 
vestments. 

Each panel is made up of three 2” x 2” 
wood members, 12” o.c., horizontally. On 
one edge is a wood tongue; on the other 
a groove. Within the groove a sponge 
rubber gasket insures a tight seal. The 
top and bottom sheets are weatherproof 
Homasote. According to your specifica- 
tions, the top sheet may be either 42” or 
2140” in thickness; the bottom sheet (which 
can serve as finished ceiling) may have 
a linen, a striated, a wood-textured or a 
cement-asbestos surface. 


The top piece overlaps %e” on the groove 
side, thus shutting out moisture (and also 
the asphalt of built-up roofing). The 
bottom piece has a 45° bevel on each side. 
This overlaps the wood members by '42” 
to insure a tight joint between sections. 
Between the wood members—under the 
top piece—a barrier of 5%” Balsam Wool, 
completely encased in vapor-barrier paper, 
is glued. At each end of each panel two 
wood blocks—2” x 2” x 8”—provide for 
satisfactory nailing to rafters or joists. 
Panels are easily cut to any dimension (or 
supplied in special lengths, to order). 


Sound-deadening partitions and sub-flooring. 
For interior, sound-deadening partitions, 
Wilson Air-cor Panels are supplied in 2’, 3’ 
and 4’ widths and in heights up to 11’ 2”. 
The combination of Homasote and Balsam 
Wool creates an unusually efficient sound- 
deadening barrier... For use in partition 
walls, the Homasote surfaces are applied as 
panels beveled on both sides—and without 
overlap . . . For sound-deadening between 
floors, use the panels as sub-flooring; nail 
the finished flooring direct to the wood 
members of the panels. 


Wiring—An additional advantage of the air 
cores is that electric wiring—whether conduit 
or cable type—may be passed across the roof, 
thus wiring the building from above. This 
is not only the most 

economical method, 

but permits the plac- 

ing of light fixtures 

wherever desired. 


Our Engineering 
Service is available 
to work with you on 
any specific problems 
of roof decking, par- 
titions or sub-floor- 
ing. Let us give you 
complete details and 
specifications. Kindly 
address your inquiry 
to Department H-6. 


a) HOMASOTE COMPANY 


TRENTON 3, NEW JERSEY 
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(Continued from page 172) 


with this realization the inevitable conflict 
was, te a degree, lessened. 

“With hands blistered, backs aching, 
and thumbs swollen, architecture lost its 
distant, intangible approach. We fell right 
into the middle of it and began to see the 
transition from plan to three dimension. 
We could feel tne scale of the space and 
we could now recognize what was wrong 
and how it might have been done. 

“It was evident that regardless of sim- 
plicity, each condition must be detailed 
and well thought out. Our details were 
all kept as simple as possible to facilitate 
ease of construction. We also learned that 
it was necessary for us to think in terms 
of the people who actually do the work. 

“We could see that a house without the 
right furnishings and the proper treat- 
ment of the interior would lose any de- 
sign merit it may have possessed. We 
could also feel the importance of furni- 
ture placement, in both the esthetic sense 
and again with the new thought of liv- 
ability. 

“It was interesting to see and hear the 
comments of our visitors, to learn what 
was important to them in that it indicated 
both of our lackings, they as ‘clients’ and 
we as ‘architects.. Many of their com- 
ments were revealing and excellent criti- 
cism, and of course, others were indica- 
tive of their lack of understanding. 

“As we watched the people strolling 
through the show, as we chuckled over 
their comments on the house, as we 
gloried in their compliments, we could 
not but question how successful the whole 
project had been. Certainly we became 
more acquainted with our failings and we 
definitely developed some idea how far 
an illustration board presentation is from 
actual building. 

“With all of the negative affect, there 
was real pride in the completed job, and 
belief that it was the most fortunate 
single experience in our education. There 
is no doubt in our minds that it should 
be continued and as a part of the curri- 
culum. We feel that in this way many 
very necessary elements of architecture 
can, if nothing more, be introduced to 


the student.” 





Architects have 
helped it Grow! 


Dur-O-wal’s plant 
locations now 


nation-wide 


4. 


FLEXIBLE DUCT COU ARS 
ARE AVANABLE VY PLACE 
. TET OucT 


HIGH PRESSURE DIFFUSERS 
.»-how they work 


Kno-Draft Dual Duct Air Diffusers are designed for central 

station high pressure systems where precise automatic compensa- ‘ 

tion for fluctuations in inside and outside loads is required. wk 
Warm and cold air are supplied through two separate ducts to 


a mixing chamber, which equalizes temperatures throughout the B 
uitt-Weld e Trussed Design 


combined air stream. The outer perforated sleeves of the inlet 


dampers are operated by a thermostat-governed motor. They act 
simultaneously to control the proportion of warm and cold air 
and the delivered air temperature. In addition, each inlet tube s s 
has a damper piston which is adjusted separately for the different ® 


static pressure in each duct. 
For example, the illustration shows a Kno-Draft Dual Duct 


High Pressure Valve with inlet dampers set for 50 per cent warm the Backbone of Steel 


air and 50 per cent cold air. Static pressure in the warm duct is 

3 in. wg; in the cold duct, 2 in. wg. So damper pistons have been ft | 
individually adjusted to compensate for this difference. Fewer or EVERY masonry wa I 
rows of perforations are exposed for warm air flow than for Architects from coast to coast have acclaimed the plus 
cold, keeping maximum warm and cold air volume equal and features of patented Dur-O-waL, the steel reinforcing 
that means lasting beauty for all masonry construction. 
Electrically butt welded in a single plane of high tensile 
steel, Dur-O-waL’s trussed design puts more steel in 
the wall economically. Join the trend to Dur-O-waL. 
It’s backed by laboratory findings .. . time tested . . . 
available everywhere. 








total air delivery constant. 

For a more detailed explanation of Kno-Draft High Pressure 
Air Diffusers— both single and dual duct— write, on your letter- 
head, for a copy of Bulletin K33, an authoritative textbook on 
high pressure air distribution systems. 

Connor Engineering Corporation, Dept. N-85. Danbury, Conn. 


SYRACUSE I, N.Y. Dur-O-wal Products, Incorporated, Box 628 


CON NOR TOLEDO 5, OHIO Dur-O-wal, Incorporated, 165 Utah Street 


BIRMINGHAM 7, ALA. Dur-O-wol Products of Alo. Inc., Box 5446 


ENGINEERING 
XK 
Ove & te PHOENIX, ARIZ. Dur-O-wal Div., Frontier Mfg. Co., Box 49 


. . . AR RAPIDS, IA. Dur-O-wol. Div., Dept. 1-A, C t Rapids Block Co. 
adjustable air diffusers = . * Hy See 


August 1955 


175 





YOU NAME IT... Wheeling Metal 


VER since Wheeling Metal Lath was developed 
and used as a plaster base, builders, designers and 
architects have been discovering untold new uses for 
this versatile combination. Sometimes functional, 
sometimes decorative, yet always practical, and al- 
ways economical, easy to erect and long lasting, 
Wheeling Metal Lath and plaster offer a virtual un- 
ending list of unique advantages and applications. tek 


1. DOOR AND WINDOW CASINGS AND BEADS— requires only 
one installation to provide both screed and trim. Available 
with or without expanded flange in standard lengths; required 
grounds. 


ita Reon 


wo 


st*} 
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ve ke aah ine = gor st ad . 
4. MEMBRANE FIREPROOFING — combines pleasing appearance 5. STUDLESS 2” SOLID PARTITIONS — durable, economical, fire 
with effective fireproofing. Wheeling Corner Bead, or Chan- and crack resistant. Shown here using Wheeling Bar-X-Lath, 
nels and Metal Lath provide an economical plaster base for Ceiling “L” Runner on ceiling and floor and %” Channels 
crack-resistant, fire-resistant surface. placed horizontally for temporary bracing. 


. 8. HOLLOW PARTITION STUDS — provide passage of normal- 9. RADIANT PANEL HEATING — Wheeling Metal Lath nailed 
size pipe and conduits, with no chases to cut. Wheeling to wood joists, and in direct contact with the tubing, actually 
Bar-Z System available complete with Studs, Track, Shoes, increases the heat transfer from the coils to the radiating 
Tie Wire and Bar-X-Lath. ceiling surface, distributes the heat more evenly. 


ATLANTA BOSTON BUFFALO CHICAGO COLUMBUS DETROIT HOUSTON KANSAS CITY LOUISVILLE 
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2. FLOOR AND CEILING REINFORCING— for light concrete floors 
laid over steel joists or junior beams and plastered contact 
ceilings, Wheeling Bar-X-Lath, with or without paper back- 
ing, provides a strong, reinforced slab. 


a R 
6. 2” SOLID PARTITIONS, METAL BASE SYSTEM — easiest, most 
economical solid plaster partition possible. Here, Wheeling 


Bantam Diamond Lath is attached to Channels with Wheeling 
Hank Tie Wire. 


10, PACKAGING ECONOMY — Wheeling’s “Engineered Metal 
Lath Package” — lifts of 500 sheets in 50 10-sheet bundles — 
increases storage space, saves handling, counting and iden- 
tifying time. Provides flatter sheets with truer corners. 


MINNEAPOLIS NEW ORLEANS NEW YORK PHILADELPHIA RICHMOND ST. LOUIS 


3. SUSPENDED CEILINGS — permits complete design flexibility 
plus multiple practical applications. Wheeling Channels, Metal 


Lath and plaster can be shaped to meet the most complex 
conformations. 





7. LOAD-BEARING WALLS AND PARTITIONS —an important 
feature wherever extreme strength, and resistance to impact, 
explosion and fire are desired. Consists of Wheeling Bar-X-Lath 
applied to any load bearing stud. 


= 
Metal Lath for Strength... Plaster for Beauty! 


The complete line of Wheeling Building Materials includes 
Metal Lath and Accessories, Steelcrete Reinforcing Mesh, 
Steelcrete Bank Vault Reinforcing, Expanded Metal, ExM 
Gratings, ExM Angle Frame Partitions, Tri-Rib Steel Roof 
Deck, and SofTite Cop-R-Loy Galvanized Sheets. 
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New Design Hospital Fittings. 
Entirely redesigned for modern 
styling and extra-long life, these 
American-Standard hospital fit- 
tings are finished in easy-to-clean, 
non-tarnishing Chromard. The 
NU-RE-NU valve assembly in 
these fittings means long, depend- 
able service. Shown top left, cen- 
terset fitting with gooseneck 
spout; top right, built-in service 
sink fitting; bottom, combination 
fitting with gooseneck spout, 
spray and wrist-action handles. 


Convertible Cabinets of Dur- 
able Steel. The exclusive Amer- 
ican-Standard convertibility fea- 
ture provides more usable kitchen 
storage space. Sliding wire shelves 
and drawers of various depths can 
be specified for any of dozens of 
different, efficient storage combi- 
nations in the same base or under- 
sink cabinet. The owner can add 
or relocate shelves and drawers at 
any time quickly and without 
tools—to meet new storage needs, 





Combination Lavatory and 
Vanity Shelf. This smart-look- 
ing one-piece Guestledge lava- 
tory-counter combination is espe- 
cially suitable for use in hotel or 
motel baths. It’s a notable space- 
saver, since the toilet in the bath- 
room can be so positioned as to 
serve as a dressing table seat. Of 
genuine vitreous china with non- 
tarnishing Chromard fittings, the 
Guestledge is low on maintenance, 
high on guest appeal. 


icture stud 


Temtrim Finned Tube Radia- 
tion. Hundreds of steel fins 
bonded to a steel pressure tube 
make Temtrim one of the most 
efficient, economical types of radi- 
ant heating ever built. Temtrim 
can be used with forced hot water 
or two-pipe steam systems. It is 
mounted on simple wall brackets, 
and can be installed with fins ex- 
posed or with any one of three 
attractive covers — shown left to 
right: a snap-on expanded metal 
grille, a flat top cover, a sloping 
top « nclosure. 

















Satin Aluminum 
Track with Apron— 
Adjustable Hangers 
With Nylon Rollers 








vicrTex “Coronation” on the walls of 
the Carteret Savings Bank, East 
Orange, N. J. means extre savings 

in maintenance dollars! 


HERE'S HOW 


ORIGINAL 


Through extensive research F F . 
and engineering, Sterling ehest « {hye Be 
} E+ o~ 


| 


has pioneered and perfected i: 


many new ideas which Save ma l nte nance 


simplify and improve 


sliding door installations. dol lq rs oer and ma ke 


Sterling is the most imitated 


asc ema decorating sense! 


The new locks, hardware 
and T-Erame pictured here 


embody\many new ideas. The beauty of Vicrtex V.E.F.* Fabrics 
is self-evident! Its deep, 3-dimensional 
: . , textural interest enriches everything 
Builders everywhere depend it covers. But its hidden qualities make 
on Sterling Hardware for it second to none for the money it 
dv d desi d saves year after year! When you 
advance esign an specify Vicrtex, even for the busiest 
trouble-free operation, spots, you know it will look bright and 
fresh always with a minimum of care. 
cify Sterling Hardware Won't chip, crack, or peel — almost 
Spe y anes 8 never needs replacing. Needs no 
for your sliding door backing or lining, however used. It's 
Pocket Door T-Frame. : . economies like these that keep clients 
All Steel .. Warp-Proof installations. happy — for years! 





Exclusive Viertex Features: 


wipes clean with damp cloth 
moisture, stain, soil resistant 
20 rich, deep-textured patterns 


se N 
A t > 4 36 House & Garden colors 
No. 700 Series .\ er i i q for hotels, institutions, homes 
Track and Hangers HARDWARE For Idea-packed Brochure 


Specially Designed “tec 
For Pocket Doors 44M write: 





L. E. CARPENTER & COMPANY, INC 
SALES OFFICE: Empire State Building, New York | - Longacre 40080 
MILLS: Wharton, New Jersey 


AVAILABLE THROUGH DISTRIBUTORS 
ALL OVER THE NATION 


STERLING HARDWARE MFG. CO. 
Chicago 18, Illinois 


SEE OUR CATALOG IN SWEET’S: 
Architectural File @ Light Construction File 


VISIT OUR DISPLAYS: Architects Samples Corporation, N.Y.C, 


* vinyl electronically fused 
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rs ( 
bien CMA .. showcase floor for smart shops 


Sales-wise mer- 
chants know the im- 
portance of proper 
merchandising sur- 
roundings. No part of the store “backdrops” goods 


for sale more than the floor. 


So naturally, retailers are turning to Vina-Lux 
vinyl-asbestos tile as a basic “selling floor surface”. 
Its balanced range of colors with superior light 
reflectance — its cushioned resiliency underfoot — 
and its smooth easy-to-clean surface all combine to 


make it a logical choice. 


America’s leading stores, in increasing number, are 


choosing Vina-Lux to help sell goods—and to keep 


Toy Shop 


floor costs down. Architects are finding it the answer 
not only to store floor problems, but for schools, 


hospitals and other kinds of public buildings. 


Perhaps Vina-Lux can help you solve a knotty floor 
problem. Drop us a line and we'll be glad to have 
a representative give you the whole story on this 


better resilient flooring. 


)e ( ® 
MBOCE AMMAN 
REINFORCED d VINYL TILE 


AZROCK PRODUCTS DIVISION © UVALDE ROCK ASPHALT CO. 


FROST BANK BUILDING @ SAN ANTONIO, TEXAS 
MAKERS OF VINA-LUX © AZROCK © DURACO © AZPHLEX 
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The biggest and the best 
rely on AETNAI! 





ARCHITECT: George L. Dahl, Architects and Engineers 


CONTRACTOR: RP Fornsworth & Company. General Contractors 


Designed as a Convention Center, the mammoth Dallas Memorial 
Auditorium, now under construction, will seat 10,000 persons without a single 
supporting column to obstruct the view. This unique design is 

dependent upon modern construction methods and the best of materials. 


Aetna Steel Doors and Door Frames are being used throughout. 


Be sure to specify . . . AETNA and BONDERITE 





Scie aul AETNA STEEL PRODUCTS CORPORATION 


U1 ented wader OuPont Patan 730 Fifth Avenue, New York 19, N. Y. 


ACTWA ALSO PRODUCES 
The new Arnot PARTITION-ettes*t, modular office furniture, desks and OFFICE-ettestt Elevator enclosures, convector enclosures. Hollow metal doors 


and frames. Marine joiner work and bulkheading (aluminum and steel) Ships’ interior outfitters 
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ALUMINUM INTERMEDIATE PROJECTED CLASSROOM WINDOWS 











LIGHT S4cdb eo / 


From grade schools to universities, Alcasco Aluminum Projected Windows meet 
the most rigid requirements of good fenestration. Extruded in our own mills, 
Alcasco Classroom Windows are engineered to provide highest standards in 
window performance—controlled ventilation, ease of operation, maximum 


light, weather tightness, permanent beauty, lower first cost and may be in- 
stalled in one operation by one contractor. For specifications see Sweets catalog. 


ALCASCO PRODUCTS INC. 
12640 BURT ROAD, DETROIT 26; eee ee 
DIV. DETROIT GASKET & MANUFACTURING co. 
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JOBS AND MEN 





ARCHITECTURAL DraFTSMAN—prefer serious 
young man with three years’ minimum experi- 
ence. Small expanding office doing quality 
contemporary work exclusively with growing 
backlog. Several recent honors won for de- 
sign. Permanent position for right man. Send 
references, experience, samples, salary ex- 
pected, availability, etc. Pierce & Pierce, 
Architects, 2200 Welch, Houston, Texas. 





DESIGNERS AND DRAFTSMEN—a genuine op- 
portunity to work and grow with an ex- 
panding progressive architectural organization 
specializing in contemporary school planning 
which has gained national recognition. We 
can offer the security that comes with a per- 
manent position and company benefits in a 
medium-sized office with outstanding facilities 
for engineering and site planning. Send 
resume or phone to Warren H. Ashley, 
Architect, 967 Farmington Ave., West Hart- 
ford, Conn. 





SENIOR ARCHITECTURAL DRAFTSMAN—must 
be excellent detailer. Medium size office 
doing all types of quality work. Permanent 
position for right man. State experience, 
salary, etc. John S. Tang, A.I.A., Arizona 
Title Building, Phoenix, Ariz. 





ARCHITECTS, MECHANICAL ENGINEERS AND 
FIELD SUPERINTENDENTS—permanent posi- 
tions available for top flight men experienced 
in industrial, commercial and _ institutional 
projects. Write giving full details. A. Ep- 
stein and Sons, Inc., 2011 West Pershing 
Road, Chicago 9, Ill 





ENGINEERS—experienced archi- 
engineering draftsman, good 
salaries, working conditions, benefits, in 
Michigan or Iowa. Reply Box 255, Pro- 
GRESSIVE ARCHITECTURE 


ARCHITECTS, 
tectural and 





WANTED two experienced architectural 
draftsmen for varied work in a long estab- 
lished, medium sized Buffalo, N. Y. office. 
Pleasant working conditions. Replies should 
give age, education, experience, starting sal- 
ary expected and availability. Box 256, 
PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL DRAFTSMAN—small office 
doing general practice in Texas city of 500,- 
000. Opportunity for young man with some 
drafting experience other than residential. 
Ability to design and delineate, and college 
degree, desirable. Give availability, school- 
ing, photo, small work samples, salary ex- 
pected, Box 257, PROGRESSIVE ARCHITEC- 
TURE 





senior and one junior archi- 
tectural draftsman. Northwest Florida; ideal 
working conditions. Give full information 
on education, experience, starting salary, 
availability, age, etc. Replies held confiden- 
tial. Box 258, PROGRESSIVE ARCHITECTURE. 


W ANTED—two 
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Advertising Rates 


Standard charge for each unit is Five Dol- 
lars, with a maximum of 50 words. In 
counting words, your complete address (any 
address) counts as five words, a box number 
as three words. Two units may be pur- 
chased for ten dollars, with a maximum of 
100 words. Check or money order should 
accompany advertisement and be mailed to 
Jobs and Men. c/o ressive Architecture, 
430 Park Avenue, New York 22, N. 
Insertions will be accepted not later than the 
lst of the month preceding publication. 
number replies should be addressed as noted 
above with the box number placed in lower 
left hand corner of envelope. 











ARCHITECTURAL DESIGNERS & DRAFTSMEN 
—for all types of railroad buildings. Head- 
quarters in Richmond, Va. Good opportunity 
for all round experience. Give age, qualifica- 
tions, experience, availability and starting 
salary. Box 259, PROGRESSIVE ARCHITEC- 
TURE. 





ARCHITECTURAL DRAFTSMAN — experienced 
man wanted by medium office in large South- 
ern city. A permanent position with advance- 
ment to right man. Forty hour week, paid 
overtime, hospitalization, paid vacation, sal- 
ary in line with experience. Prefer designer 
Write complete data and send small photo. 
Box 260, PROGRESSIVE ARCHITECTURE. 


ADMINISTRATIVE ARCHITECT—over 25 years’ 
finest experience on major projects, NCARB 
registration and finest of references. Presently 
chief of large professional firm, but seeking 
new top association. Should you have a good 
firm, and would like to be relieved of some 
of your strenuous duties, write Box 253, 
PROGRESSIVE ARCHITECTURE. 





DRAFTSMAN-DESIGNER — 
registered by examination. Architect with 
long experience in various types of 
buildings—industrials, commercials, publics, 
churches and schools. Excellent recommenda- 
tions from previous employment. Outstand- 
ing renderer. Willing to do routine work 
and detailing. Not young man but with high 
ethiciency. Write Draftsman, 6046 Dorchester 
Ave., Apt. 3B, Chicago 37, Il. 


ARCHITECTURAL 





ARCHITECT—with long experience in large 
commercial, industrial and institutional build- 
ings. Sketches, design, specifications, project 
management, supervision or charge of office. 
Reply giving details, and considered salary 
Box 261, PROGRESSIVE ARCHITECTURE. 





ARCHITECT — in private general practice 
(school, public, commercial, industrial, bank, 
church and residential work), registered in 
two states and with N.C.A.R.B. certificate, 
might be interested in assuming a practice or 
in entering into a partnership, in a favorable 
location with a warm climate. Box 262, 
PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL GRADUATE—seeks change in 
location to or near medium or large city. 
B. Arch. degree from accredited southern 
college—30 months office experience in resi- 
dences, schools, and miscellaneous commercial 
buildings. Desires permanent position with 
progressive firm doing contemporary work, 
offering advancement. Married, Age 27. Box 
265, PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL & DESIGN PERSONNEL 
AGENCY—a personalized placement service 
for top-level architects, designers, engineers, 
draftsmen, estimators, and interior designers, 
selective contacts arranged in a confidential 
and professional manner. Interviews by ap- 
pointment. 58 Park Avenue, New York, 
MUrray Hill 3-2523. 





CAREER BUILDERS PLACEMENT SERVICE—for 
Architects, Architectural Designers, Interior 
Designers, Industrial Designers, Draftsmen 
and Office Personnel. Interviews by appoint 
ment. PLaza 7-6385, 35 West 53d Street, 
New York 19, N. Y. 





ARCHITECTURAL DELINEATOR — specializing 
in churches, institutional buildings and fine 
residential work of dignified traditional or 
classical design. Please do not write if your 
design is ‘Modern.’ Renderings are prepared 
in pencil, or slightly tinted washes and pen- 
cil. Deliveries by mail or express. Box 241, 
PROGRESSIVE ARCHITECTURE. 





INTERIOR DECORATION—HOME StTUDY—an 
nouncing new home study course in interior 
decoration. For professional or personal use 
Fine field for men and women. Practical basic 
training. Approved supervised method. Low 
tuition. Easy payments. Free booklet. Chicago 
School of Interior Decoration. 835 Diversey 
Parkway, Dept. 304A, Chicago 14, III 





A Group—of professors and professional en- 
gineers will undertake the design of structural 
buildings, highway bridges, foundations, etc 
Complete work with design sheets and con- 
struction drawings can be produced fast and 
economically with latest methods of design. 
Prefer subcontract on an hour basis or per 
drawing basis. Specialists on apartment house 
Foundation plans ready in 40 hours. Recently 
completed designs for construction work cost- 
ing over $2,000,000. Would like to tie in 
with reputable architecural concern for mu- 
tual benefits. Box 254, PROGRESSIVE ARCHI- 
TECTURE. 





SALES AGENCY OFFERED—to man now con 
tacting architects and industrials for product 
specifications. This proven item in the con- 
struction line now successfully handled as 
profitable sideline. $250,000 yearly potential 
in industrial areas. Straight 5% commission 
with complete protection. Liberal manufac- 
turer aid via advertising and publicity. Choice 
territories available. Box 159, PROGRESSIVE 
ARCHITECTURE. 





TRADITIONAL AND CLASSICAL DESIGN CON- 
SULTANT— independent archittect with N.C. 
A.R.B. certificate specializing in buildings, 
large and small, of American classical de- 
sign; will consult, assist in designing 01 
design and make presentation drawings for 
work requiring correct, distinguished tradi- 
tional design. Familiar with most regional 
style and materials variations. Box 263, 
PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL RENDERINGS OR SKETCHES 
—in black and white or color, on paper or 
board for framing, for any class of building 
and any style including contemporary. Will 
prepare perspective drawings or use those 
furnished by architect. Charges based on 
time required. Box 264, PROGRESSIVE ARCHI- 
TECTURE. 
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JUST RIGHT...? — DEEP FREEZE! SCALDING HOT! 


Public Liability Insurance Will Not Protect Shower 
Users from personal injuries, nor does it, in case of 
accidents, protect property owners from damag- 
ing pulicity or time consuming lawsuits. 











End Shower Complaints 


with 


Double-Safety 


of 


Thermostatic WATER MIXERS 


They protect bathers from scalding and 
“shots” of hot or cold water, caused by— 


yr PRESSURE or 
yr TEMPERATURE 


fluctuations in water supply lines 





Refreshing, Relaxing 


Safe Showers 
and water economy too, are assured 


by Powers Thermostatic Water Mixers 


Only a thermostatic water mixer 
gives this double-safety 





No Shower Is MODERN Without This Protection 
Powers thermostatic water mixers always hold shower tempera- 
ture constant wherever the bather wants it. They are completely 
automatic. Failure of cold water supply instantly shuts off the 
shower. Delivery is thermostatically limited to 115° F. 











POWERS Mixers Save Water. No time or water is wasted by 
bather having to get out from under shower because of fluctu- 
ating shower temperature. Water conservation feature alone 
makes Powers mixers a profitable investment. 


One moving part easily accessible 
from the front. Easy removal of 
thermostatic motor and valve assem- 
bly with only a screwdriver makes it 
possible to inspect, clean or flush out 
mixer. Powerful thermostatic motor 
gives quick, positive shut off if cold 
water supply should fail. For Utmost Comfort, Safety and Economy Specify Powers Mixers * See Sweet's Catalog 


“Minimum of Maintenance” . . . report many users of Powers 
Type H Thermostatic Water Mixers. Their simple, durable con- 
struction insures years of dependable service. (b63r) 


Established in 1891 e THE POWERS REGULATOR COMPANY « SKOKIE, ILL. © Offices in Over 50 Cities 
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Detroit Steel Products’ Fenestra Panels give Milwaukee 


LIGHITwWRIGHT, BXPANDABLE, 


LOW COST AIRLINES 
ADMINISTRATION BUILDING 


Subsoil tests at General Mitchell Field, 
Milwaukee, Wis., ruled out conventional con- 
struction of a new administration building. 
Study of various lightweight building materials 
led to the adoption of Fenestra Insulated 
Aluminum Panels. 





Manufactured of Alcoa® Aluminum, these 
See panels have insulation value equal to sixteen 


General Mitchell Field Airport Terminal, Milwaukee, inches of brick. Ease and speed of erection 
is. hitect: : »C Dtponba? Res : < , «oe 3 
Wis. Architect: Milwaukee County Architects’ Office; permitted early ‘‘closing-in’’ for the protection 


Contractor: Milwaukee County Construction Dept. . ‘ 
of workers and materials and uninterrupted 
work sequences. 


The Fenestra Panels also permitted easy ex- 


BORO-SILICATE <a” pansion as the need became apparent during 
GLASS-FIBER 4 A construction. Total cost of facilities for eleven 
INSULATION | se major airlines was three million dollars, about 

aia cd Cae one-third that of similar facilities if built of 
CLOSURE |i | LJ conventional materials. 


if For full information on aluminum building 

FELT ALCOA materials, call your local Alcoa sales office. Or 

aha a ALUMINUM write: ALUMINUM COMPANY OF AMERICA, 
, 1890-H Alcoa Building, Pittsburgh 19, Pa. 





A leader in building products for fifty years, Detroit 
Steel Products Company has been an important factor 
in supplying a complete line of building panels like 
the Type C Panel shown and other products for the 
construction industry. 


Your Guide to 
Aluminum Value 







ALCOA 0. 
ALURAINU RM, 


ALUMINUM COMPANY OF AMERICA 








Eighty thousand pounds of Alcoa Aluminum was used 
in the seventy-five thousand square feet of Fenestra 
Panels completely shop-fabricated for the Airport 
Terminal. Detroit Steel Products Company’s Pitts- 
burgh plant is enclosed with similar panels. 
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MITCHELL Lighting chosen 


for the Monroeville Junior High School 


SE ee 








WALTER E. SCHARDT, Registered Architect MITCHELL LIGHTS ANOTHER SCHOOL 


Monroeville Jr. High School 


With many years experience in the highly 
Monroeville, Pennsylvania 


specialized field of school architecture, 
Mr. Schardt has numerous problems Architect: Walter E. Schardt, R. A., Pittsburgh 
confronting him relative to the overall well- Electrical Contractor: Reno Electric Co., Ambridge, Po. 
being of students, faculty and the community Distributor: Westinghouse Electric Supply Co., Pittsburgh 
in general. 
“While there are many requirements to be en oe ae ee eee 
‘ ness” Luminaires, suspension-mounted throughout, 
considered in school design,” Mr. Schardt both louvered and unlouvered, delivering an average 
states, “I place the utmost emphasis on of 38 footcandles maintained. 
classroom lighting. In specifying Mitchell 
lighting I am mindful that for many years, 
this brand has stood for practical design, 














high efficiency and simplicity of 
maintenance at reasonable cost.”’ 


for better school lighting, MITCHELL 
SPECIFY MITCHELL MANUFACTURING COMPANY 


Write for complete details on MITCHELL 2525 N. Clybourn Ave., Chicago 14, Ill., Dept. 5-H 
School and Commercial Lighting In Canada: Mitchell Mfg. Co., Lid., 19 Waterman Ave., Toronto 
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Installed only by 
Simpson Certified 
Acoustical Contractors 
identified by this symbol 


O-_— S 
vent _ganit* 





Mail this coupon 
for information 
and name of 


nearest contractor 
C-54A 








fres 


=e a WOODFIBER 
ACOUSTICAL TILE 





costs no more than 
popular thicknesses 
of perforated tile... 


Forestone, the world’s first fis- 
sured woodfiber acoustical tile 
(invented by Simpson) is eco- 
nomical in the original 3,” 
thickness. Now, it is available 
in 9/16” thickness... for even 
greater economy. 

Forestone, in the new 9/16” 
thickness for the first time 
brings beautiful fissured tile 
into the same price range with 
popular 5,” and %,” perfo- 
rated fiber tiles. 

Forestone, the most important 


Simpson Logging Company, 1004 White 


NAME__ maaan 
ADDRESS 


city — 


Sar = a 


Tithe), mm aelcicil, (cmae) 171, baie) 12a ie), F 


Please send full details on Forestone Acoustical Tile 


development in acoustical ma- 
terials in 20 years, has the nat- 
ural, travertine-like beauty of 
fissured mineral tile, but with 
even greater warmth and rich- 
ness...and at far less cost. It has 
been installed in thousands of 
offices, restaurants, schools, 
stores...and homes. It is the 
only paintable, efficient acous- 
tical tile, without mechanical 
perforations, that is economical 
enough for widespread use in 
home sound conditioning. 


Bidg., Seattle 1, Washington 


STATE 
916 


WASHINGTON 











Because 
someone did 


NOT 
specify 


CAST IRON 
SOIL PIPE 


You're looking at the basement floor of 
a home in Chicago. When heavy rains 
overloaded the street sewer, water 
backed up in the house sewer line. The 
nonmetallic soil pipe could not take the 
overload. Joints failed, the cellar was 
flooded, and the defective sewer had to 
be dug up and replaced. If someone 
had specified Cast Iron Soil Pipe origi- 
nally, heavy expense and inconvenience 
would have been avoided. 

When you specify “Cast Iron Soil Pipe” 
you get a rugged line with joints packed 
with oakum and caulked with molten 
lead—by an accredited craftsman. Roots 
don’t invade cast iron. Joints in Cast 
iron Soil Pipe have resiliency that resists 























i damage from settling or shock. In dwell- 
ings, public buildings and industrial 
plants you can assure permanence of the 
sanitary system. From street to rooftop, 
specify Cast Iron Soil Pipe. 
—————————— eee ) 
PERMANENT | CAST IRON SOIL PIPE INSTITUTE | 
Dept. PA-8, 1627 K Street, N. W. 
CAST IRON SOIL PIPE | Washington 6, D.C . 
| THE MARK OF aia wr 
end me copies of your | 
has all these advantages : QUALITY AND ae theeee Gente “tor lo | 
@ Rugged metallic strength | PERMANENCE the Long Run” that shows—with | 
‘. actual photographs and authen- l 
@ Zero moisture absorption l ticated captions—what can hap- 
_o We pen to fines that aren't Cast Iron. 
Lo 
/ @ Permanent tightness of joints, with l 
flexibility Name- 
@ Acceptance in all codes for use | Address. | 
from street to roof City- Zone State l 
Be ae ee EE bs Ok bot ee ee in eee eee amd een ow ee em eee enews = 
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THEY LOOK ALIKE... 


4 offset hung types for doors 


of varying sizes and styles 


= no. 117 no. 1174 


Fastened to floor. Offset Mortised into floor. Offset type for en- 
type for light interior doors. 


no. 1174 
Fastened to jamb. Offset no. L117 
type for light interior doors. Mortised into floor. Offset type for extra 


center hung type... 








One door is hung on a RIXSON offset style closer— 
the other is hung on a RIXSON offset style pivot set 








trance, vestibule, and heavy interior % 
doors. 


heavy or lead-lined doors. 











no. 1172 Mortised into floor. 
Center hung for entrance, vestibule, 
and heavy interior doors. 


match the pivotal hanging 
style and general appearance 
of doors hung on RIXSON 
concecled floor closers. Provide 
a trim, secure hanging for 
doors not requiring a closer. 
Pivot sets are furnished com- 
plete with matching top pivot. 


write for complete details and templates 


THE OSCAR C. RIXSON CO. 


9100 w. belmont ave. ¢ franklin park, ill. 
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FOR NEW AND ouTstannING SCHOOL AND COLLEGE BUILDINGS 


@ LIBERAL ARTS BUILDING 

St. John’s University, Hillcrest, N. Y 
Architect: Henry V. Murphy 
Contractor: Veit & Co. 


(BS) WUAUTY BY 
HY ronnyen SE) 


Leet LCNTE WMROED Generac eRTES LLUECUT OR 





WINDOWS 


GENERAL BRONZE 


. 


> 7 


@ Ever stop to consider why so many architects svecify “aluminum windows by 
General Bronze” for their outstanding jobs? Well, the answer is quite simple. They 
want windows of outstanding quality— windows that will enhance their job and, at 
the same time, give their clients many years of satisfactory trouble-free service. And 
they have learned from experience that the superior engineering and precision crafts- 
manship of General Bronze is their assurance of dependable quality at all times. 


Whether you are planning a new school or college building, a new hospital, or a new 
curtain-wall office building, General Bronze can be of real assistance to you. From 
our more than 45 years of practical experience in designing and fabricating windows, 
spandrels, curtain-walls and architectural metal work for many of America’s outstand- 
ing buildings, we have learned what features architects want in windows— what kind 
of help they appreciate most— what makes their job run easier and smoother. 


Before you select the windows for your next job, take a look at the General Bronze 
catalog in Sweet’s (Section 16) and see for yourself the versatility of our complete 
line. Study carefully the full-size detail drawings and note the strong tubular sections, 
as well as the many other features that have made General Bronze a by-word for 
quality windows among architects and contractors everywhere. And when you're 
ready, call in one of the GB sales engineers. You'll find him anxious and ready to 
serve you at all times. 


GENERAL BRONZE CORPORATION «¢ GARDEN CITY, N.Y. 


PERMATITE DIVISION—Custom-built Windows, Architectural Metal Work and Revolving Doors. ALWINTITE DIVISION — Stock-size Aluminum Windows 
BRACH MFG. CO. DIVISION—Multel, T. V., Radio and Electronic Equipment. STEEL WELDMENTS, INC. DIVISION—Custom fabricatior. in steel and iron. 








Hang extra sales-appeal on 


MASONITE pPEeG-BoarRrD PANELS 





It’s so easy! You add a few strategically placed 
Masonite Peg-Board* Panels. In return you get 
terrific buyer interest all out of proportion to the 
low cost involved. 

Your prospects are immediately intrigued by the 
possibilities of these versatile, durable panels. 
Every woman, subconsciously perhaps, starts plan- 
ning how she will use the “interest walls” in living 
areas, knowing full well she can change arrange- 
ments whenever she wants. 


*T, M, Reg. 8. B. Butler Mfg. Co, Inc. 


But Peg-Board panels really “strut their stuff” 
in work areas and storage places. Helped by a wide 
variety of interchangeable hangers, they turn 
ordinary walls into “working walls”, keep things 
orderly and within easy reach. 

Where will you specify Masonite Peg-Board 
panels in your next house? They’re sold by lumber 
and building materials dealers everywhere. 
Masonite® Corporation, Dept. PA-8, Box 777, 
Chicago 90, Ill. 


Look for this man re He makes the difference 


MASONITE CORPORATION 


MANUFACTURER OF PRESDWOOD PANEL PRODUCTS 
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Country Club, Raleigh, N.C. Floored throughout with Northern Hard Maple. Architect: Wm. Henry Deitrick, Inc. 


a fine wood floor says “welcome” eloquently 


NORTHERN HARD MAPLE 


BEECH AND BIRCH 


~~ 


“... Hardwood for a World of Better Living” is the theme of the 10,000-square- 
foot exhibit in Chicago’s Museum of Science and Industry. MFMA’ Northern 
Hard Maple, in mitred herringbone pattern, graces this “Living Tree’’ ‘Room. 


BAKERY, Seattle, Wash Textile OFFICE-LABORATORY,’ Ft. Mill, S.C. 
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The floor is the one sure, consistent point of contact 
with everyone who enters a building. So, certainly 
the floor deserves all the thought and care that good 
architecture expends on it. If it’s enduring, resilient, 
cheerful Northern Hard Maple, it contributes to the 
building . . . in beauty, in structural strength, in func- 
tional fitness. It co-operates with your creative imag- 
ination through its vast flexibility of pattern and tone. 
It is traditional or contemporary, at your will. And 
always, it says ““welcome”’ clearly to every footfall. For 
full facts regarding “‘the finest floor that grows,” 
SEE SWEET’S (Arch. 12J-Ma) or write for MFMA 
complete AIA File Folder. 


MAPLE FLOORING MANUFACTURERS ASSOCIATION 
Suite 583, Pure Oil Bidg., 35 E. Wacker Dr., Chicago 1, Ill. 


“Foot-Friendly” Northern Hard Maple Floors in Each of These Splendid Modern Plants 


Bitaac a: = 


PEN FACTORY, Ft. Madison, la SILK MILL, Glen Rock, N. J. 
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Glare, shadows and dark corners disappear when Work areas are evenly illuminated by flat reinforced 
daylight is diffused with translucent reinforced plastic panels. Inexpensive, easy to install in existing 
plastic panels. standard window, skylight frames. 


Reinforced plastic panels... 


on ala) ao 8 CO} Ol ger-leote mi lammilclaldiale| 


4 


Need soft, glare-free lighting in your current design? 
Reinforced plastic panels may be your answer 
These handsome translucent panels have already 
proved their worth in side lights and sky lights 
for schools, factories and homes. Your clients will 
like them in all these installations because they 
reduce maintenance costs and eliminate reglazing 
because they are shatterproof 

[hese colorful panels are rustproof, rotprool, 
weather resistant They possess a high stre ngth- 
to-weight ratio and excellent dimensional stability 
Other advantages include light weight, handsom« 
appearance and easy handling 

Monsanto’s contribution to the quality of these 
panels is a dependable supply of their basic raw 
materials: phthalic and maleic anhydrides, adipic, 
fumaric and succinic acids plus styrene monomer 
For help in finding reliable suppliers for polyester 
resins and custom molders of reinforced plastics, 
call your nearest Monsanto office or write Organic 
Chemicals Division, MONSANTO CHEMICAL 
COMPANY, Box 478-W St. Louis 1, Missouri 


Serving industry 
Beautiful reinforced plastic panels are top performers +». Which Serves 


in exterior applications. Offer superior resistance to wantine ONSANTO 


weather extremes, require minimum maintenance. CHEMICALS - PLASTICS 
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a Better Roof Insulating Product 


v Here’s a lightweight, concrete 
roof tile that can be easily 
handled and installed, cutting 
@ 100% Fireproof, costs. Easily sawed and fitted. 
Rotproof Made of Zonolite Vermiculite, 
t 3 a 100% fireproof mineral, 
@ lightweight —only ZONATILE will not burn, rot 
10% Ibs. per sq. ft. or decompose. Forms ideal roof 


The Vogt Structuralized Shower Cabinet fits the @ Attractive Undersurface deck with built-in insulation 


need for a full quality shower cabinet selling at , . and fire safety in ONE applica- 
; . ; @ Rapid Installation at : ’ ; 
popular prices. Vogt construction incorporates P tion. Thousands of feet already 


heavier-gauge bonderized and galvanized steel, low cost per sq. ft. in use. Mail coupon for booklet! 
reversible side panels, the finest of chrome fittings, 

and a variety of interchangeable shower receptors. FOR 

WRITE DEPARTMENT PAS for new descriptive litera- a wRITE 

ture and specifications on the complete line of aS ti—Sh FULL INFORMATION! 


Vogt Shower Cabinets. 


@ Good Insulating Value 


lie NE A Regt 5 





Zonolite Company, Dept. PA-85 
KENTUCKY'S OLDEST MANUFACTURER . . . SINCE 1833 135 S. LaSalle St., Chicago 3, Ill. < 
i Please send free ZONATILE Booklet with full details about this light- 
af’ : weight roof slab. 


VOGT BROTHERS MFG. CO. 


INCORPORATED 


1400 West Main Street ¢ Louisville 1, Kentucky 
P. O. Box 922 ii iniss alii entiitnns Wanita cin eae Gime 
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marble 


y © 
le ' tile 


At last, for the first time, magnificent marble, with all its lustrous beauty and vi- 
brant color, is now available in lightweight, half-inch thinness for walls or floors. 


Here are the facts: 


MARKWA marble wall tile is a true quarried mar- 
ble, produced exclusively by America’s foremost 
marble producer and fabricator, the Vermont 
Marble Company. 

MARKWA marble wall tile is half the thickness and 
half the weight of conventional marble slabs — 
% inch thick, 7% lbs. per square foot. It is cut to 
three sizes: 8” x 8”, 8” x 12”, and 12” x 12” (less 
3/32 inch joint allowance to provide for Modular 
Measure). MARKWA is absolutely flat, uniform in 
size and thickness to a close tolerance of 4g inch. 


HOW MUCH DOES IT COST? So little more than clay 
tile that a typical bathroom installation could be 
made in MARKWA for less than a hundred dol- 
lars more. How little that is in terms of the added 


It is set by tile layers in exactly the same manner 
as clay tile, either with mortar or by adhesion. 
MARKWA marble wal! tile costs as little as $2.85 
per square foot set in the wall depending on variety 
of marble and type of installation. It is stocked in 
a wide variety and color range. 

MARKWA marble wal! tile is ideal for wall or floor, 
in bathroom, kitchen, living room or foyer, for 
countertops or fireplace facings, in residential or 
commercial buildings, for interior or exterior. It 
comes polished with cushion edges; 
available for floors and exterior walls. 


matte finish 


value that marble provides. 

WHERE DO YOU GET IT? Most tile contractors either 
have it or can get it. Or contact any of the 12 
Vermont Marble Company branches listed below. 


SEE MARKWA NOW! Specify it for your next job. Write for complete specification data. 


Produced exclusively by 
BRANCH OFFICES: BOSTON 
OS AN YORK 

TORONTO AND PETERBOROUGH 


CHICAGO 


SELES NEW SAN FRANCISCO 


the VERMONT MARBLE COMPANY, 
CLEVELAND 
IN CANADA: 
» ONTARIO CONTINENTAL MARBLE COMPANY, 


WALL TILE 


PROCTOR, VERMONT. 
DALLAS HOUSTON PHILADELPHIA 
ONTARIO MARBLE OMPANY LIMITED, 


LIMITED VANCOUVER B.C 








it’s not thickness but thermal efficiency that counts 











That’s why more architects specify Fiberglas 
than any other roof insulation! 


Once upon a time it was the practice of archi- 
tects to specify roof insulation by thickness. 
Today, this practice is obsolete because only 
34-inch of Fiberglas* does the same insulating 
job as a full inch of most other materials. In 
addition to its exceptionally low “‘k’”’ factor, 
Fiberglas Roof Insulation is fire-safe, dimen- 
sionally stable, rot-proof, moisture-resistant 


Distributed East 
i 
of the Rockies by we > arntwpD 


and through Fibergias Sales Offices 
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and resilient enough to withstand normal 
traffic loads without rupture. Its light weight 
and easy workability also save time and labor 
costs during application. 

For complete technical data, see our listing in 
Sweet's File, or write either to one of the distribu- 
tors listed below, or to Owens-Corning Fiberglas 
Corporation, Dept.63-H, Toledo 1, Ohio. 


tIBERGLAS 


% Fibergias is the trade-mark (Reg. U.S. Pat. Off.) of 
Owens—Corning Fiberglas Cor poration 








RADIATION + 


c 


They like to save money 
at St. Mary’s of the Valley, too! 


St. Mary’s of the Valley, Beaverton, Oregon 


9,660 gallons of oil saved with 
DUNHAM VARI-VAC HEATING 


St. Mary’s of the Valley, Beaverton, Oregon, saved 
9,660 gallons of fuel oil in a single heating season after 
changing over to Dunham Vari-Vac® Heating. 
This amounted to a 22% saving of $650.00 a year 
in the heating bill. 

In addition, Mother Collette reports they now 
have even heat throughout the building . . . have 
eliminated all “water hammer” in the piping .. . 
and enjoy a practically unlimited supply of hot 
water—not available with their old system. What's 
more, the Sisters easily handle what little main- 
tenance is required. 


CONTROLS + UNIT HEATERS + PUMPS -+ 
QUALITY FIRST FOR OVER FIFTY YEARS 
A. DUNHAM COMPANY CHICAGO TORONTO 


VARI-VAC HEATING 


SPECIALTIES 





CRS CONTROL PANEL 











Dunham patented temperature controls on vari- 
able vacuum steam mains can lower your fuel bills, 
too. That’s because outside weather and inside 
heat losses promptly and automatically control steam 
consumption so that you use less steam. What's more, 
you can “zone heat” with Vari- Vac to meet varying 
conditions of building exposure and occupancy. 

Full cost-cutting facts and figures on Dunham 
Vari-Vac Heating are yours if you just clip and 
mail the coupon. 


Cc. A. DUNHAM COMPANY 

Dept. PA-8, 400 W. Madison St. 
Chicago 6, Illinois 

Please send Vari- Vac literature. 
Name__ 

Firm 

Address 

State 


City Zone 


LONDON 
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---AND BEHOLD! 


THE 


1955 Double-Flow’ 
Aquatower 


The Marley Double-Flow Aquatower, the unit that 
brought the low silhouette tower to the air condition- 
ing and refrigeration industry, has been completely 
redesigned . . . to accentuate its compatability to 
architecture, to boost its already excellent performance. 


New are the horizontal corrugated asbestos cement 
board end walls; new are the completely louvered 
sides. These two features give the Double-Flow Aqua- 
tower a much lower, more compact appearance and 
make the tower an integral part of the structure it 
serves. The new structural design effects marked 
economy in construction time and labor cost. 


A distinctively different pattern of high-efficiency 
nailless filling is a 1955 feature. Air-handling ability 
of every Double-Flow Aquatower unit has been sharply 
increased. The combination of these two improvements 
means added performance for every frame size. 


Double-Flow Aquatowers are offered in a complete 
range of capacities for either single or multi-cell in- 
stallations. The Model 8 (pictured here) and its com- 
panion, the Model 12, fill every requirement for air 
conditioning and refrigeration. Get the entire story 
on these important improvements in water cooling 
from your nearby Marley engineering sales office. 


“Trademark reg. Double-Flow design fully protected by U. S. Pat. Re 21794 


the Marley 
Company 


Kansas City, Missouri 


200 Progressive Architecture 


Give the lady what she wants... 
Woman-designed Curtis Kitchens! 


It’s easy for any woman to fall in love with a Curtis 
kitchen. Millions have. They’re designed by women... 
for women...with 53 ultramodern features. Such as 
cabinet doors and drawers and tray fronts of beautiful 
natural birch finishes. Such as spin shelves. . .island units 
..- adjustable shelves...and enough standard units to 
fill and fit any plan. Built for economical installation. 
See your lumber and building material dealer, or write 
for fact-filled literature. 


C URT | 5 CURTIS COMPANIES SERVICE BUREAU 


linton, lowa 
woooworRK Giaton, low 


an index 


STONE INDEX 


The first complete listing of Building Stones avail- 
able in the United States and Canada, with detailed 
descriptions, characteristics and sources. Published 
by THE STONE COUNCIL and offered to archi- 
tects, contractors and builders at no cost. See your 
1955 Sweets’ File — Architectural, or write 





STONE COUNCIL| 


DEPARTMENT OF THE BUILDING STONE INSTITUTE 


J 1700 Summer Street, Stamford, Conn 








Nobody yet has learned all the 


ways Modernfold makes space flexible 


From grade schools to colleges, from workshops to fac- 
tories, space in today’s buildings can be as fluid and ver- 
satile as an architect desires...for MODERNFOLD doors 
and walls have given design a new flexibility, as exciting 
as it is practical. 

Space requirements which change hourly or daily can 
be met quickly and easily. And space needs which are 
likely to change months or years in the future need not 
require expensive, time-consuming remodeling if 
MODERNFOLD doors and walls have been installed with 
growth in mind. 

MODERNFOLD doors are available in two lines: Custom, 
which comes in any size and a multitude of colors, and 
Spacemaster, which fits standard-size door openings and 
can be painted or slip covered. 

In any size, MODERNFOLD doors assure an almost 
unlimited life of efficiency and service because of their 
balanced, double-strength steel framework. And their 
washable vinyl covering has to meet the most rigid speci- 
fications in the industry for flexibility, resistance to cold, 
abrasion resistance and flex resistance. 


Switches and overhead tracks make it possible for one 
MopDERNFOLD Custom door to serve in more than one 
location...to meet a variety of fast-changing demands 
for space. In fact, there’s just no limit to the ways 
MoDERNFOLD makes space more flexible. 


if you have a problem in space division, the MoDERNFOLD distributor 
(listed under “Doors” in classified directories) will be glad to show you 
the Custom line. Your building supply dealer has the Spacemaster line 
available. Or write New Castle Products, inc., Dept. H3!, New Castle, 
Indiana. In Canada: New Castle Products, Ltd., Montreal 6. 


Full details in Sweet's file 


eatetel—i dale) le 
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UNIFORMLY GOOD COLOR of Atlas Mortar Cement contributes to the attractive appearance of the home of 
Mr. & Mrs. Robert Dando, Felilwick, Pennsylvania. Mason contractor: Joseph P. Serratore, Glenside, Pa. 


For Uniform Color and True, Tight Joints 
Specify Atlas Mortar Cement 


Beautiful homes call for quality masonry. Atlas Mortar Cement 
helps assure that quality. Here’s why: 
First, Atlas Mortar Cement gives you better-looking masonry. 
Its uniform color assures consistently good appearance in the 
wall... helps make any job more attractive. 
Second, construction moves ahead more smoothly and rapidly 
when you use Atlas Mortar Cement. That’s because Atlas Mor- 
RE, Le Ti tar’s excellent workability lasts longer...aids proper placement 
BETTER FOR BLOCK — Good body and lasting plas- of masonry units. Quality control in the manufacture of Atlas 
sco Ais Mary Comen id rope plecone”’ Mortar assures uniform performance in use. 
units stay in line And, third, masonry made with Atlas Mortar Cement is more 
durable. The air-entraining properties of Atlas Mortar Cement 
provide weather-tight joints, highly resistant to freezing and 
thawing. 
ATLAS MORTAR CEMENT has proved itself on both large jobs and 
small. It complies with all ASTM and Federal Specifications for 
masonry cement, including the recent requirements for sound- 
ness (low expansion) in autoclave. For further information, write 
Universal Atlas Cement Company (United States Steel Corpo- 


ation Subsidiary), 100 Park Avenue, New York 17, N. Y. 
TRUE, TIGHT JOINTS — Atlos Mortor Cement helps ration Subsidiary 


assure a strong bond for all types of masonry units 
Satisfactory hardening produces durable, weather- OFFICES: Albany * Birmingham * Boston * Chicago * Dayton * Kansas City 


tight joints Minneapolis * New York °* Philadelphia °* Pittsburgh ° St. Lovis * Waco 


UNITED STATES STEEL HOUR—Televised alternate weeks—See your newspaper for time and station 
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Gate City’s New “Type H” Wood Awning Window 
contains Important ‘asked-for features! 


Prew SIZES — New, more popular sizes —13 
stock sizes—will be stocked for immediate 
shipment. (48 other sizes available on order.) 


CARTON PACKAGING—All stock units ore 
carton packed, 2 per carton. Carton includes 
screens, extension jambs, cranks and 
escutcheons. Windows pletely bled 
end glezed. 
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WENCLOSED HARDWARE—Redwood covers 
enclose hardware in jambs and sill. Offers 
proven advantages of Gote City’s sturdy 
dval-action hardware PLUS beauty. 


"wooo GLAZING BEAD—Giass is bedded 
in putty with wood bead exterior glazing. 
Completely eliminates all putty problems. 


REDWOOD EXPOSED PARTS—Alll exposed 
ports cre made of Redwood for superior 
durability and workability. Available in 
matched, heert Redwoed at slight extra 
cost when specified. 


"REMOVABLE DOUBLE GLAZING — Aluminum 


framed individual storm sash easily applied 
to each vent. Provides efficient double 
glazing when desired. 


OTHERMOPANE RABBETING — Standard sash 


rebbeting will teke Thermopene gliess, 
which can easily be installed with wood 
gless mold. 


PF EXTENSION JAMB GROOVING — Backside 


of window jembs are grooved to toke 
extension jambs. Tongved extension jambs 
ere furnished with each unit. 


In addition to the above features, the new “Type H" window embodies all the qualities, all 


the advantages that have made Gate City the standard of the awning window industry —fixed 


hinge operation; simple, sturdy dual-action hardware, inside screens, Perma-Treated wood. With 


more than 40 years’ experience as window craftsmen, it's easy to see why more architects, 


builders and contractors specify Gate City with confidence. 


eas 


ri Button Ventilation” is here! Gate City's electrically-operated Aluminum 
Awning Window opens and closes with the flick of a switch. 


There's nothing like it for clerestory or otherwise inaccessible installations, 
and “i all openings in your better projects. This superior new Aluminum Awning Window is 
also available in crank-operated models. 


Mei 





GATE CITY SASH & DOOR CO., DEPT. PA8 
P.O. Box 901, Fort Lauderdale, Florida 





AWNING WINDOWS / 


Gentlemen: 





1 would like complete information on 
(] Gate City’s New “Type H’ WOOD Awning Window. 
(] The Gate City “Push-Button” ALUMINUM Awning Window. 





| Name 
Address_ 
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FOR YOUR PROTECTION 


DOUBLE-HUNG CASEMENT PROJECTED AWNING 


? Ba! Sg 
OM | aust 1: .) 
od | a t : ‘ 


Lower maintenance costs, no painting, easy operation, years of 
trouble-free service . . . these ore a few of the benefits your clients 
get with “Quality-Approved” aluminum windows . . . windows that 
have been tested for quality, strength, construction and minimum 
air infiltration. 


For detailed specifications and nomes of manufacturers, consult 
Sweet's 17a/ALU or write direct to 


ALUMINUM WINDOW MANUFACTURERS ASSOCIATION 


74 Trinity Place, New York 6, N.Y. 


CONNOR 


forest products since 1872 


“LAYTITE” =" FLOORING 


has been first choice for gyms, 


play rooms and class rooms 
Blocks, Continuous or Regular 
Strip, and Slats 


School and Gym Floors 
Our Specialty. 
Wl asave Wee eele(-tMelaleMicele(-Muilela cre 


CONNOR LUMBER & LAND CO. 


P.O. BOX 810-K, WAUSAU, WIS. 


Phone No. 2-2091 
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G Ae ‘ 4° edit 
de Ville Motel, New Orleans, La., C. 8. Colbert, architect 
Photo by Leon Trice 


7. — o i 
Functional Design at a Savings! 
. » » low cost SONOTUBES make it possible 


The beautiful 150-room de Ville Motel is built on round concrete 
columns formed by low cost SONOTUBES. 


This functional design permits the ground floor area to be used for 
automobile parking space. 


SONOTUBE Fibre Forms save time, money and labor specify 
SONOTUBES for concrete columns, piers, under pinning ond piles. 


Sizes 2” to 36” 1.D. up to 50’ long. Ordered in desired lengths or 
sawed to requirements on the job 


“ala 


af ce, 
Ss 


See our catalog in Sweet's 


Sonoco Propucts Company 


Construction Products Dv~ 
MONT 


HARTSVILLE. S MAIN PLANT 


f PAPER LARPIERS | AKRON. INC BRANTFOR NT 
eas 


MEXICO: Sonoco de México, S. A., Apartado 10239, Mexico, D. F. 


COMBINES THE SEST FEATURES 
OF A CENTRAL COOLING SYSTEM, AND 
AN INDIVIDUAL WATER COOLER | 


Sunrocl easy laments. 


Compactly designed 
for out-of-way in- 
stallation, this cooler 
is easily adaptable 
for central cooling 
use with wall foun- 
tains and water sta- 
tions. Wide range 
capacities — from 6 
gph to 17 gph— 
easily match any size 
requirements. 

As an individual water 

cooler, serves as package 

cooling unit by simple 


ook-up to dispensin 
FOR ie if : ‘ 
OFFICES - SCHOOLS - HOSPITALS 
FACTORIES ° RESTAURANTS | 


MILK DISPENSERS 
CREEMEZE 


WATER COOLERS 
PRE-WASH UNITS 


Division & Branch Offices 
in principal cities 


Write for literature and 
name of local representative 


LUT i ceolomm ee) ite) 7. yale), | 


GLEN RIDDLE 62, PA. 











ate (ound te have Sronsne 


WHEN THE STRUCTURAL MEMBERS 
FURNISH THEIR OWN BEAUTIFUL 
INTERIOR FINISH 





Interior or Exterior, Rilco glued laminated members add their own 
distinct becuty to the structure. 


“‘We selected laminated wood arches for the com- 
bination gymnasium-auditorium in Buck’s Hill School 
because we felt that a form of exposed ceiling would be 
the most economical. By using laminated wood arches 
and purlins we were able to apply a low cost roof with an 
acoustical interior finish and have a finished room broken 
only by the clean lines of the arches.” 


That’s the story in architect Francis L. S. Mayers’ 
own words. It needs no embeilishment. The photographs 
are ample proof how well Mr. Mayers adapted Rilco 
laminated wood arches and the practical beauty resulting. 


Built to specifications—securely wrapped—Rilco mem- 


Rilco laminated wood members, whether arches, bers need no embellishment to reveal their unusval beauty. 


beams or trusses, are as flexible as the imagination of 

the designer and surprisingly economical. These fire-safe 

structural members are factory-cut and drilled, furnished Oten wnat teabedie ines at aes elem 
with connecting hardware, ready for labor-saving woods ore built to be seen ond enjoyed. 

assembly and erection. Rilco field representatives will 

gladly consult with you about the requirements for 

your next school, church, commercial or industrial build- 

ing. Write for information.. 


Bead 


=e ' 
RILCO LAMINATED PRODUCTS, INC. 


2517 FIRST NATIONAL BANK BLDG., ST. PAUL 1, MINN. 
Wilkes Barre, Pa., Fort Wayne, Ind., Manhattan, Kans., Tacomo, Wash. 
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FOR Distinctive BEAUTY AND Anchitectural PERFECTION 
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Photograph by Hedrick-Blessing George Fred Keck — William Keck, Architects. 


Flush doors may appear alike .. . but only 
Paine Rezo Doors have: 


1. Harid-matched hardwood faces for a 
rich blend of color and grain that give 
distinctive beauty and architectural 
perfection in any modern home design. 





2. Aijir-vented, grid core construction, 
for dimensional stability in any climate, 
assuring a life-time of trouble-free service. 





Proven by nearly 7,000,000 installations, 
backed by over a century of millwork 
craftsmanship, Paine Rezo Doors 

are truly America’s finest! 


Styles, designs and appli- 
cations limited only by For full details, write: 


your imagination. 


LUMBER COMPANY, LTD. 


ESTABLISHED 1853 © OSHKOSH, WIS. 
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for the critical lighting professional 


COMME by h6©6LL I GHTOLIER 


Graceful, trim lighting solution for store, office 

or any public area...the new super-sized Optiplex 

fixture by Lightolier. Four feet square, equipped with eight 
or six 40W. rapid start lamps, it spreads soft, 

even light over a broad area without harsh brightness 
contrasts. Formed Plexiglas diffuser is clear white, 
permanently retains its whiteness, dimensions 

and even light diffusion. Hidden hinges swing diffuser 
down for easy cleaning or relamping. Rapid start 


lamps light instantly without flicker. 
Available for stem, surface or recessed mounting. 


Optiplex fixtures are available in a wide range 

of sizes for commercial and residential installations. 

For a portfolio of Optiplex lighting by Lightolier, write today 
on your professional letterhead to Dept PA-85 


x LIGHTOLIER 


Architectural Fixtures, Residential Fixtures, Portable Lamps 


JERSEY CITY 5, NEW JERSEY 
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Choose the AGITAIR that best suits 
your needs—and feel secure that 
whichever you choose is outstanding 
for quality, design, service ond 
dependability. AGITAIR is recognized 
as a pioneer in the development 
and manufacture of air diffusers . . . 
with more years of air diffuser 
“Know How” than any other 
manufacturer. Look around— 

you'll see AGITAIR everywhere . . . 
coast-to-coast . . . ond throughout 
io wna AIR DEVICES INC. 
185 MADISON AVE., NEW YORK 16 
AIR DIFFUSERS © FILTERS « EXHAUSTERS 


Hen VSUPER FLO 


FLOOR DRAINS 
ete... (PATENTED) 


Designed with perimeter slots in the 
grate which increase free droinage 
erea of top and permit greater flow 
into the drain. Waste woter enters 
drain of the very edge of the drain 
top instead of flowing over the wide 
rim of conventional drains before it 
reaches grate opening. Water fric- 
tion loss is greatly reduced and 
flow rate (GPM) into Josam SUPER- 


FLO Drains is greater than flow rate into standard drains of same or 
larger size top 


Josam Series No. 7000 


Therefore a Josam Super-Flo Drain cf a smaller top size can be installed 
to service the same drainage condition as a larger top size standard drain. 


Josom SUPER-FLO STANDARD DRAIN . 


Drain with 7” top with 9” top 
, gives the same or 
greater flow rate 
and can be used 
instead of a 


Detcils ond specifications for architects and engineers 
ore availoble in a new 8-page booklet. Send for your 
copy todoy 


JOSAM MANUFACTURING COMPANY 
DEPT. PA ¢ MICHIGAN CITY, INDIANA 


Representatives in all principal cities 
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WonDuprin 


Fire and Panic 


EXIT DEVICES 


“THE SAFE WAY OUT!” 


@ Since originating the fire and panic 
exit device in 1908, Von Duprin has 
consistently pioneered advances in de- 
sign, use of new materials and a line of 
auxiliary items to provide “‘safe exit”’ 
for any building, any condition. 





VONNEGUT HARDWARE CO. 
VON DUPRIN DIVISION + INDIANAPOLIS, INDIANA 


outstanding perfounance 


DOR-O-MATIC 


CONCEALED-IN-THE-FLOOR 
elele) mee), ba ie) 5: 


1 Built-in Hold-Open Device 
2 Positive Back Stop 

Twenty-five models—to 3 Positive Centering 
provide the exact control 4 Built-in Leveling Device 
needed for any and every 5 No Accidental Hold-Open 
type of door. Each offers 6 Two-Speed Closing Action 
complete adaptability to 7 Permanent Hydraulic Oil Seal 
contemporary design and 8 Positive Uniform Control 
function—plus these ten 9 No Seasonal Adjustment 
important service advan- 10 Easy Installation 
tages — Backed by Nationwide Service Organization 


S824 


Write for Detailed Information and Literature 


DOR-O-MATIC 


Division of Republic industries, Inc. 
4446 North Knox Avenue e Chicago 30, Illinois 


IN CANADA: Dor-0-Matic of Canada, 550 Hopewell Ave., Toronto 10, Ont. 
EXPORT REPRESENTATIVES: Consultants International, 11 West 42nd St., New York 36, N.Y. 





uniformity 


im every 
thickness 


Careful checking and control throughout the entire 
manufacturing process keeps our resilient tiles com- 
pletely uniform in thickness. This control begins 
with the analysis of raw materials, and continues 
through mixing, proportioning, and rolling. Accurate 
micrometer records are kept for each run, while 








laboratory technicians regularly chart viscometer 
flow rates during calendering. Uniform thickness, 
accuracy of cutting, trueness and clarity of color, 
surface smoothness, built-in durability and ease of 
cleaning and maintenance—all these qualities make 
this the world’s most popular line of resilient tiles 


KENTILE, INC. 


{merica’s largest manufacturer of resilient floor tiles 


KENTILE: Asphalt Tile ... Carnival... Corktone « KENCORK: Cork Tile for Floors and Walls « KENRUBBER: Rubber Tile « KENFLEX: Viny! 
Asbestos Tile...Carnival « ROYAL KENFLOR Viny! Tile... CUSHION-BACK KENFLOR Viny! Tile also available by the yard « SPECIAL 
KENTILE: Grease-proof Asphait Tile» THEMETILE, KENSERTS: Decorative Inserts *« KENCOVE: Viny! Wall Base « KENBASE: Wall Base 
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Heat-Exchange Capacity 


Eveu Less Air Friction 


with AEROFIN 
Smooth- Fiu 
Heating and Cooling Coils 
Write for Bulletin S-55 
AEROFIN CoRPORATION 


101 Greenway Avenue, Syracuse 1, N. Y. 














ARCHITECTURAL ENGINEERING 
A Practical Course (HOME STUDY) by Mell Only 
Prepares Architects and Draftsmen 
for structural portion of 
STATE BOARD EXAMINATIONS 
For many this is the most difficult section of the examinations. 
Qualifies for desi structures in wood, concrete or steel. 
Successfully A for the past twenty years. Our com- 
plete Structural Engineering course well known for forty-four 


years. 
Literature without obligation—write TODAY 


WILSON ENGINEERING CORPORATION 


College House Offices Harvard Square 
CAMBRIDGE, MASSACHUSETTS, U. S&S. A. 

















Architectural Practice—Revised Edition 


by Clinton H. Cowgill and Ben John Small 
This comprehensive book covers the professional, business, and 
legal aspects of architectural practice. Commissions fer profes- 
sional services are traced in minutest detail from the day the client 
arrives to the last payment for work performed. The social and 
economic implications of contemporary practice are translated in 
terms of ready-to-use forms, guides, advice, graphic illustrations, 
and the like. Accounting procedures, bookkeeping systems, 
almost every procedural form an archilect requires for his prac- 
tice, agreements of every nature, specifications, insurance and 
bond requirements are all presented in orderly sequence. 
<b panes, 9 2 12, Musiaied, 910.00 


Send for a copy on approval 


REINHOLD PUBLISHING CORPORATION 
Dept. X-54, 430 Park Ave. New York 22, N. Y. 
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And Look 

@ No doors — always fresh air 
@ No corners — to sweep 

@ No glass — to break 


Models, size and finish available for 
any location, such as: manufacturing 
areas, shipping rooms, power plants, 
hotels, stores, depots, etc 


Performance Guaranteed 


Write for 
Catalog-Bulletin 


Bees GURGESS-MANNING COMPANY 
5962 Northwest Highway, Chicago 31, Illinois 


A fitting tribute 
to a pioneer designer, teacher, leader 


feed =as soe 


> 


Work and Teamwork 


by S$. GIEDION 





253 pages, 

ever 300 photographs and plans, 
7%" x 104%", 

$10.00 


This is the most important book yet published on one of the 
greatest living architects, written by one of the most widely-read 
living writers on architects and architecture! 

Dr. Giedion presents a masterly analysis of a whole era: the 
period of evolution of contemporary architecture, with Gropius 
as the central figure, and the architecture in Germany, England 
and America as the setting. 140 pages of illustrations cover 
every phase of Gropius’ work—by far the most comprehensive 
collection ever published. The book ends with a complete list 
of Gropius’ works; bibliographies of all the books, essays and 
contributions to learned periodicals he has written; a listing 
of the books and critical articles about him and his work; and 
an excellent index. 

Only by actually seeing this beautiful book can you fully 
appreciate the genius of Gropius and the immense scope of his 
work. Don't fail to order your copy NOW for Free Examina- 
tion! 


REINHOLD PUBLISHING CORPORATION 
Dept. M-840, 430 Park Avenue, New York 22, N. Y. 
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The gas engine-compressor units 
used in pipe line stations make a 
terrific noise. Equipment operators 
subjected to its full force would 
suffer seriously in comfort and effi- 
ciency. The Texas Illinois Company 
sought the best solution — found it 
in ReynoCoustic. 

This aluminum acoustical sys- 

tem combines maximum sound ab- 


ELLA 


YY | 


iff); 


\ Station £304 of the Texas Illinois Natural Gas Pipe Line Co., Marsholl, Texas 


sorption with long life and minimum 
maintenance. It has an excellent fire 
spread rating — Underwriters’ Lab- 
oratories label on each shipment. 
The installation shown is so suc- 
cessful, the Texas Illinois Natural 
Gas Pipe Line Co. is using Reyno- 
Coustic in seven more stations. 
Consider this superior treatment 
wherever you have a noise problem. 


A complete installation service is available. For name of nearest fran- 
chised acoustical applicator, call the Reynolds office listed under 
“Building Materials” in classified phone books of principal cities. For 
complete literature write to Reynolds Metals Company, Building Prod- 
ucts Division, 2014 South Ninth Street, Louisville 1, Kentucky. 


REYNOLDS S8 ALUMINUM 


BUILDING PRODUCTS 


ReynoCoustic 








access 1O vT™rTes 


In the pipe line station, Reyno- 
Coustic panels were laid on roof 
girders. Above is a more typical 
installation— panels laid hori- 
zontally on T channels, forming 
a suspended ceiling with ready 
access to utilities above. Noise 
reduction up to .90, uniformly 
high aot all frequencies. 
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1907... 


eeethe first white portland cement M EDU SA WH ITE was used! 


On this historic date the first commercial white portland cement was given to the 
building field. After years of intensive research Dr. S. B. Newberry had accomplished 
his life-long quest for a portland cement that was white, and far more beautiful than 
any other cementitious material. And equally important, his method of making Medusa 
White cement was so inexpensive that architects and contractors were able to adapt 
it to a multitude of uses. Within a short time Medusa White became the accepted way 
for making finer stucco, cast stone, mortar and white concrete. Within a few years 
it was standard practice for better sculpture, cast slabs and terrazzo. 


The pure “diamond blue” whiteness of Dr. Newberry’s cement is something that just 
couldn't be improved. No other cement in the half century since its perfection has 
ever equaled the white color of Medusa White. It’s no wonder that only recently 
it was selected carefully from all other cements for such outstanding construction as 
the United Nations Permanent Headquarters and the restoration of Independence Hall. 


If you are planning construction of a better type, specify famed “non-staining”’ Medusa 
White, the original white portland cement for stucco, pre-cast slabs and terrazzo. 


MEDUSA Portiand Cement Company 
1000 Midland Building . Cleveland 15, Ohio 
SALES OFFICES Clevelond. Ohic WHITE © WATERPROOFED WHITE © GRAY 
Chicago, IIlineis Toledo, Ohic WATERPROOFED GRAY * AIR ENTRAINING © STONESET 
Pittsburgh, Po New York, N. Y HIGH EARLY STRENGTH © BRIKSET 
Milwoukee, Wisc York, Pennsylvania WHITE TILE GROUT CEMENT 


MAKERS OF AMERICA’S FINEST PORTLAND CEMENTS FOR OVER SIXTY YEARS 
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WHATEVER YOUR ELECTRICAL PROBLEM, 
WE ARE READY TO SERVE YOU 


This man is the construction sales engineer in your nearby Westinghouse of 


He’s an electrical specialist. 

His job is to help you solve elec tric al problems on the kind ol projec ts you I indle 
In fact, from preliminary design through electrical system planning . . . from product 
demonstrations through operational proof... he and his team of Westinghouse 


engineers will work with you. bi ‘ 


CHECK THE EXAMPLES 
ON THE NEXT FOUR PAGES... 





you can 6€ SURE...i¢ its 


Westinghouse 
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Franklin Township High School, Newlonsburg, Pennsylvania. 





LIGHTING TAILORED TO SCHOOL ACTIVITIES 


SOLVES THE PROBLEM OF VARIED CLASSROOM NEEDS 


Low ceiling heights . . . and a need to match seeing conditions to academic pro- 
grams. These made controlled lighting a basic consideration here. 

The answer: individual lighting systems—each matched to a specific, functional 
requirement. 

In the mechanical drawing department, for example, the Westinghouse LC 
fluorescent luminaire was selected. A direct-indirect type, it provides high illumina- 
tion in all parts of the room . . . gives a diffused, efficiently utilized light. 

Further, in the manual training rooms, where good lighting is also a factor, FPC 
fluorescent luminaires were installed. They are designed for general area illumination 
and deliver a maximum light output. Their rugged construction makes them partic- 
ularly suitable for this area. 

Whatever the school lighting problem, the Westinghouse construction and lighting 


sales engineers stand ready to help you solve it. DP-5019-B 


you can BE SURE...i¢ its 


Westinghouse 


LC Fluorescent Luminaire, a direct-indirect type, pro- 
vides the proper illumination levels required in the 
mechanical drawing department, and other classroom 


areas. 


FPC Fivorescent Luminaire delivers maximum light out- 
put in the manual training areas, giving quality lighting 


with few shadows . . . resulting in better workmanship. 
DP-5019-C 
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Fontainebleau Hotel, Miami Beach, Florida. Architects: Morris Lapidus & Associates, 
Miami Beach. Consulting Engineers: Sasnett & Bennett Engineering Company, Miami. 
General Contractor: Taylor Construction Co., Miami. Electrical Contractor: Max Belin 
Electric Co., Miami. 


Westinghouse building-type switchboard, one of two installed, contains modern circuit 
breaker protective devices that minimize outages on the entire electrical system. DP-5019-D 
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ELECTRICAL EQUIPMENT, MATCHED 
WITH THE FINEST IN HOTEL CONVENIENCE, 
ASSURES RELIABLE POWER SERVICE 


Since many of its guest services are electrically operated, the new 15-million-dollar 
Fontainebleau Hotel demands completely reliable power distribution. 

Called during the planning stages, Westinghouse engineers helped select an elec- 
trical system that virtually assures continuous service. The base: two Westinghouse 
building-type switchboards—providing circuit breaker protection for the entire 
system. 

In case of electrical interruptions, both switchboards permit quick restoration of 
service. A flip of the breaker handle does it. 


BRANCH CIRCUIT PROBLEMS 
... VIRTUALLY ELIMINATED 


Branch circuit protection is provided by Westing- 
house De-ion® circuit breaker panelboards. 

Especially designed into the hotel’s corridors, 
these power and lighting boards guarantee pro- 
tection of the equipment they serve. They will not 
trip on harmless overloads. When a fault does 
occur, the tripped breaker can be spotted easily. 
By flipping it back, service is restored quickly 
and safely. 

Why not call your Westinghouse construction 
sales engineer to help you solve similar problems? 


Westinghouse NLAB circuit breaker panelboard is onc 
of 65 protective lighting circuits—consisting of 140 miles 
of wire that feeds 9,000 lamps in the hotel. DP-5019-E 


you can 6€ SURE...1¢ iS © 


Westinghouse 

















A treasury of 100 architect-designed houses 
from $5,000 to $20,000 


QUALITY 
BUDGET HOUSES 


By KATHERINE MORROW FORD, 
Architectural Consultant, and 


THOMAS H. CREIGHTON, 
Editor, Progressive Architecture 


How to obtain the best value from a 
limited budget, with the most in quali- 
ty, is the vital message of this amezing 
book. Each of the practical and beauti- 
ful houses featured is described from the viewpoint of what today’s 
home-buyer wants to know. 
You can safely hand this book to your clients for the complete 
and down-to-earth information they need in what may be the 
biggest single purchase of a lifetime. Every aspect is covered, 
from economizing on the land bought, to increasing resale value. 
224 pages 350 photos and plans $4.95 


85 Best U.S. Houses: Designs, Plans, 
Pictures, Special Problems 


THE AMERICAN 
HOUSE TODAY 


By KATHERINE MORROW FORD and 
THOMAS H. CREIGHTON 


Each house in this exceptional and 

inspiring volume is unique in some 

way. Here are special program re- 

quirements of houses for small, large, 
or growing families: for the bachelor; vacation houses, houses 
built for city or country, for flat land or hill site; etc. Text and 
more than 500 illustrations cover every reason-why of building 
a house anywhere. The most beautiful and detailed book on homes 
ever published. 


235 pages Profusely illustrated $7.95 


The whole picture of housing desig 
from simplest to most complex 


By EUGENE HENRY KLABER 





The designs of over 125 outstanding 
architects are shown in photographs 
and scale drawings. These point out 
the standards essential to successful 
room layout, apartment floor plan- 
ning, building design, and site orien- 
tation. The author’s eminent career 
as architect, town planner, and housing consultant in both private 
practice and government service gives him the broad experience 
needed to cover such an amazing range of topics. 
250 pages Over 200 illustrations $8.50 


EXAMINE any or all of THESE BOOKS 
for 10 days FREE 


Progressive Architecture 


Modern planning that cuts 
costs with space-saving 
magic! 


DESIGNS 
FOR LIVING 


By KATHERINE MORROW FORD and 
THOMAS H. CREIGHTCN 


Shows how thrilled homeowners and 

| their architects or interior design 

specialists solved the problems your 

7 clients face. Every page features 

ideas that save both space and costs: ideas you can 

apply now — or show to your clients to illustrate your 

own suggestions. No detail — interior or exterior — 

from garden gate to rooftop, is overlooked. Includes full 
pages in gorgeous color. 


216 pages Hundreds of page-dominating illustrations, $5.95 
room and floor plans. 


Gives the much-needed definitions 
pointing the difference between 
the architect-designed house 
and others... 


THE HOUSE 
AND THE ART 
OF ITS DESIGN 


By ROBERT WOODS KENNEDY 


Brings you a complete review of 
the architect-designed house — 
its conception and design scheme 
as determined by the needs and 
activities of its inhabitants. Skillfully analyzes the de- 
mands of the inhabitants on a house, and shows how 
these demands are translated into a house plan that 
reflects the ultimate in beauty as well as in technical 
advantage. A well-known authority in the socio-psycho- 
logical aspect of house design, the author presents his 
material in a strikingly informative and often humorous 
style. 

560 pages 





Profusely illustrated $9.00 


bys examining these books can 
appreciate their value and worth. 


Use this coupon for FREE 1 10-DAY EXAMINATION 


REINHOLD PUBLISHING CORP., Dept. M-839 
430 Park Ave., New York 22, N. Y. 
Send me the book(s) checked below for 10 days FREE 


EXAMINATION. In 10 days I will either return the book(s) 
and owe nothing, or will remit the full price plus postage. 

C- Quality Budget Houses, $4.95 () Designs for Living, $5.95 
(CD The American House Today, $7.95 () Hovsing Design, $8.50 
( The House and the Art of its Design, $9.00 
Name 
Address__ ‘ soalliadtariaiaaiinas 
City Zone State 


0) SAVE MONEY! Enclose purchase price now and Reinhold 
pays all shipping charges. Same return privileges; refund 
ae Please include 3% sales tax on New York 

it 
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DIRECTORY 
OF PRODUCT ADVERTISERS 





Adam, Frank, Electric Co. 

Adams & Westlake Co. . 

Advance Transformer Co. 

Aerofin Corp. 

Aetna Steel Products Corp. 

Air Devices, Inc. .... 
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: of Colon»through the guidance of this e¢omplete 
treatme cerning ¢ itt ctullliiectlion and 
building. Never before has a book offered so much in understanding of the 
esthetic, psychological, physical, and functional aspects of color. 


All known systems of color and color harmony are examined. Full and 
separate treatment is given from both modern and traditional points of view. 
The past, present, and future of color use is before you in helpful illustrations, 
explanations and actual case studies. 


Here are al/ the answers you need in creating color effects for exteriors and 
interiors of today’s buildings —a most important contribution in times when 
architecture is judged both in terms of appearance and function. Mr. Birren 
shows how color works — from relieving fatigue or lowering accident rate, to 
creating restful graciousness or stimulating store sales — for use in apartments, 
hospitals, stores, schools, offices; for each and every type of building. 


No other source can provide you with such comprehensive and authoritative 
! ; rn > " < " 
220 pages, over 120 black and help! This valuable book will prove the outstanding reference work for solving 
white illustrations. Charts, the problems of color in architecture and decoration. It brings you over 20 years 
diagrams, plus 6 full color of the author’s practical experience in writing color specifications for all types 
reproductions and a four of building interiors and exteriors. 
page chart of color chips 
for reference. Contents include: fundamentals of Color Conditioning * Dynamics of Seeing * Problems of 
Size 814 x 10! Hiumination * Academic Harmony * Color and Form * The Valves of Coler * 
. The Effects of Color * The New Psychology * Stores, Hotels, and Restaurants * 
Moder: Home interiors * Traditional Home interiors * The Story of Color 
in Architecture * The Neture of Light * Color Organization * and more... 


New Horizons in Color has 





The Author: A brilliant writer, Mr. Birren is also a rare combination 
of capable scientist and creative artist. His clients read like the blue 
book of American activities, from House and Garden Magazine to 
General Electric-——from the U. S. Navy and Coast Guard to the 
Department of State (to represent the United States in International 
conferences on color). 


Send for your ON-APPROVAL copy now 
1955 220 pages Lavishly illustrated 


EXAMINE THIS BEAUTIFUL BOOK FOR 10 DAYS FREE! 
Use this handy form to order your copy now! 


REINHOLD PUBLISHING CORP. Dept. m-838, 
430 Park Avenue, New York 22, N. Y. 


Please rush me a copy of 

Faber Birren's NEW HORI : 
ZONS IN COLOR for 10 Nam 
Days’ Free Examination 

After 10 days, I will either Address 
send you $10.00 plus shipping 

charge or I will return the 


book and owe nothing City & Zone State 


SAVE Enclose $10.00 now and Reinhold pays all shipping charges 
Same return privilege; refund guaranteed. Please include 3% 


MONEY: sales tax on N.Y.C. orders 
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Reporting on an AIA Convention is 
difficult—especially when one is,‘still’ re- 
covering from the social festivities’ that 
go with it. It is difficult because the re- 
port could be written from so many points 
of view. From, for instance, the purely 
social: the large parties and the small 
gatherings in homes; the flow of visitors 
through the P/A room; formal banquets, 
and quick drinks with a seldom-seen 
friend. Or it could be written from the 
point of view of the serious seminar stu- 
dent, who had good fare this year. Or 
even from the position of Institute “poli- 
tics”—the progress or lack of it in the 
workings of the organization itself. Then 
this year another theme ran through the 
meetings and discussions and behind-the- 
scenes committee work: preparation, edu- 
cation, apprenticeship for the profession. 

I know that my own reactions varied. 
There were times during the week in Min- 
neapolis when I was excited at progres: 
being made, at the mature approach: to 
many professional problems; when Jim 
Hunter and Alex Cochran announced:to 
the ACSA group meeting before the Con- 
vention that the Board had appropriated 
$3000 for a study of aptitude testing for 
architecture; when I saw the Log Book 
that the Education Committee is prepar- 
ing to test out as apprenticeship proce- 
dure; when the various groups concerned 
agreed to investigate collegiate education 
for building industry careers under the 
egis of the architectural schools. And in 
the talks, when Albert Mayer gave the 
keynote talk on planning for the com- 
munity, when Bob Alexander spoke on 
the architect’s role in planning; when 
Victor Gruen described the community 
aspects of commercial planning; when 
Dudok outlined steps that could be taken 
toward better-planned cities. Even in the 
“business” sessions, when moves were 
made to study interests of younger archi- 
tects; to bring to the membership new 
studies in office practice; to permit archi- 
tects’ photographs in advertising (sub- 
ject to certain restraints); to proceed 
with an expanded public-relations pro- 
gram, and so on. 

There were other times when I felt that 
some of the same old mistakes were be- 
ing made; that a large number of dele- 
gates (in the final business session, a ma- 
jority) still insisted on maintaining a 
structure which others consider not truly 
democratic. For instance, when a resolu- 
tion proposed by a committee of younger 
architects asking the AIA to support com- 
petitions for public work “whenever rea- 
sonably feasible” was defeated; when the 
letter-ballot method of election of officers 
was again rejected; when a move to base 
representation by Chapter delegates at 
Conventions on a more accurate ratio to 
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membership was tabled. I have written 
before of the fact that the all-important 
meeting on Resolutions comes on Friday, 
on the morning after the Annual Banquet, 
with the result that all too many delegates 
are packing to go home, are out sight- 
seeing, or are sleeping off effects of the 
late night before. 

It was fun, at times it was exciting, and 
no ene can deny that the Institute is live 
and kicking. I just made a quick check 
through the items in the Suggested Pro- 
gram that P/A published last December, 
and of the 19 activities which seemed im- 
portant to its sponsors at that time 15 
are at least underway now. Some of them 
are well underway, and several of the na- 
tional Committees (I think it is fair to 
say, notably the Education Committee, 
with great assist from Walter Taylor) 
have done a tremendous job this past 
year. 

I heard several people discussing the 
fact that architects, in Convention assem- 
bled, seldom seem to produce the impor- 
tant “papers” that other professional 
groups hear at their meetings: announce- 
ments and expositions of new studies, 
findings, hypotheses. The doctors may 
listen, for instance, to reports of new re- 
search or newly tried therapies in one 
specialty or another. Architects are more 
likely to hear that buildings should be 
better designed and cities should be more 
beautiful. This is certainly not as excit- 
ing news, and probably not as useful 
knowledge to take home. 

I wonder if we aren’t missing the boat 
by ignoring the architects’ traditional 
method of expression—graphic and visual 
exposition. Wouldn’t it be interesting at 
a Convention sometime to forego speeches 
entirely and ask the seminar participants 
to present, explain, and defend projects? 
If open discussion could be encouraged, 
the result might be both informative and 
newsworthy. I know this has been done 
at some local meetings; wouldn't it be 
worth trying on a national level? 

. 

I stopped abruptly last month in my 
reporting of a trip through Tennessee and 
Texas and I want to go back to comment 
on something that happened en route. In 
Memphis, at an unusually well-attended 
meeting, I had the privilege of handing 
to Al Aydelott a Resolution which his 
Chapter had previously adopted, com- 
mending him for his work. 

Nothing has given me more pleasure 
in a long time, because I have followed 
Al’s stormy career through several of its 
phases (described in Apri 1955 P/A) 
and have been in Memphis in the past 
when the organized architectural frater- 
nity was not so sure of the value of his 
architectural achievements. It was a de- 


served tribute and a touching one. P/A 
and its Editor are very proud of the part 
we may have played in this unusual rec- 
ognition of the importance to the entire 
architectural group of recognized achieve- 
ment by one member of the group. 

The WHEREASes of the Resolution 
mentioned the fact that architects “often 
miss the opportune time and occasion to 
commend a fellow member,” even though 
they do realize that “the effort involved in 
producing go dd architecture should be 
justly recognized.” They then go on to 
say that Aydelott’s “sensitive design has 
produced architectural works of signifi- 
cance, recognized as such by authoritative 
books on architecture and by professional 
journals published in this country and in 
Europe and South America, and most re- 
cently by publication in one of the lead- 
ing architectural journals, PRrocrEssive 
ARCHITECTURE, of a portfolio of buildings, 
exemplifying a high standard of profes- 
sional responsibility.” 

After applauding his success in com- 
petitions and his work as a teacher, the 
Resolution then concludes by commend- 
ing “Alfred Lewis Aydelott for his 
achievements in Architecture and for his 
effect upon the culture of the South.” 

7 

At that Memphis meeting I spoke on 
the desirability of competitions for public 
buildings, supporting a stand that the 
Chapter had taken, urging a competition 
for a Fine Arts Center being proposed. 
The Mayor, who was there that night, 
seemed to be impressed. I believe he 
hasn’t yet made a decision. The refusal 
of the AIA Convention to support the 
competition principle actively was a bit- 
ter blow to the Memphis delegates. 


. 
Another very handsome parchment 
I would like to quote from is an Award 
made to Reinhold Publishing Corporation 
at the Convention, for having published 
the Report of the Commission for the Sur- 
vey of Education and Registration (The 


Architect at Mid-Century). Bill Atkin, 
Architectural Editor of our Book Division, 
received it proudly. It says, in part: 
“Holding to the well established principle 
too often forgotten in our day that there 
are publishing responsibilities above that 
of profit making, you have demonstrated 
that the impossible in volume of work and 
rate of progress can, by skill and devo- 
tion to a worthy cause, be transformed 
into the possible. 

“Your achievement has advanced archi- 
tectural education and practice in Amer- 
ica, and has earned the gratitude of stu- 
dent, teacher and practitioner.” 
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MItcoR’ cELLUFLOR’S TOUGH SKIN 
GIVES YOU EXTRA SERVICE 


T takes a quality finish to resist the 
abrasion of construction workers’ 
heavy traffic— and Milcor Cellufior 


gardless of time, temperature or hu- 
midity. Wiring is always free of ob- 
struction and abrasive surfaces. Struc- 


has it. Inland TI-CO Galvanized 
Steel, the steel with the protective 
coating that won’t flake or chip even 
under extreme forming, is used in the 

bed shocts made Wy Re betep memes. The britt manufacture of Celluflor. 

4 flaking ; TI-CO’s protection serves after con- 
struction, too. The conditions inside 
Cellufior’s cells remain the same, re- 


tural strength continues unchanged. 

This tough TI-CO finish and the 
strength of close-cell design make 
Milcor Celluflor superior among cellu- 
lar floors. Include it in your planning. 
Latest bulletins and special assistance 
are available upon request. 


rograph reveals the hard, brittle iron-zin 
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Milcor Celluflor offers unlimited electrical 
flexibility. Celis on 6” centers permit 
placing of outlets anywhere on floor, at 
any time. 
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The extreme whiteness of 
Trinity White Cement is ob- 
tained by selection of raw 
cement-making materials 
which are remarkable for ab- 
sence of color. There is no off- 
color cast in Trinity White to 
detract from the beauty of the 
ow finished structure. 


Trinity is the whitest white cement judged by any standard. 
It is whitest in the bag . . . whitest in the mix. . . whitest 
in the finished job! You can see the extra whiteness with 
the naked eye! Trinity White is a true portland cement. 

It meets all Federal and ASTM specifications. Use it for 


architectural concrete units; stucco, terrazzo; Cement 


paint; light-reflecting surfaces; mass or contrast; or 


wherever the purity of white and the purity of color tints THE WHITEST 
is desirable in concrete or masonry. Trinity Division, 


General Portland Cement Co. 


A Product of GENERAL PORTLAND CEMENT CO. © Chicago * Dallas * Chattanooga 
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